WEATHER FORECAST 


Clear tonight, low 30-38, Thurs­ 
day increasing cloudiness and mild. THE GETTYSBURG TIMES 
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PRICE F IV E CENTS 
Head Of FBI Says White’s Retention In U.S. Employ Hampered Spy Probe 


Attorney General Brownell Accuses Truman Of LARGE CROWD 


Blindness" And "Laxity" Toward Communists ENJOYS CONCERT 


IRY DUO PIANISTS 


Wrecks Biff Truck 
Dodffinjj Two Deer 


WASHINGTON 
— Senate 
investigators 
introduced 
evi­ 
dence today that former Secre­ 
tary of the Treasury John W. 
Snyder promoted Harold Glas­ 
ser in 1946 after FBI reports 
had linked Glasser with Harry 
Dexter White in Soviet espion­ 
age. 


By JACK BELL 
WASHINGTON <iF—FBI Director 
J 
Edgor Hoover’s dram atic dis­ 
closure that he opposed — but 
bowed to—form er President T ru­ 
m an's decision to keep H arry Dex 
ter White 
in governm ent today 
fanned new political controversy 
in the spectacular case. 


In what for him was precedent- 
breaking testim ony. Hoover told 
the Senate Internal security sub­ 
com mittee at a crowded, televised 
hearing yesterday that he advised 
against retaining White, who had 
been nam ed in an FBI report as 
a spy suspect. 
Efforts Hampered 
The 
ruddv-faced 
FBI 
director 
said firm ly he had never com m it­ 
ted his agency to any such a r­ 
rangem ent, which he said would 
have been “ inconceivable** for it 
and "not within m y purview” He 
said FBT efforts to keep an eye 
on 
White 
were 
ham pered 
after 
Trum an let 
W’hite s appointment 
as U S. director of the Internation­ 
al Monett!-- Fund go through Feb 
26, 1046. 
"A t no tim e seas the FBI s party 
to sn agreem ent to promote H arry 
D exter Whit* and at no time did 
the FBT give its approval to such 
an 
arrangem ent." 
Hoover 
de­ 
clared. 
But he confirm ed that Trum an. 
as the form er President had said, 
perm itted Whit* to transfer from 
the Treasury to the m onetary fund 
post with the idea of continuing 
surveillance of him. Trum an had 


BROTHERS ARE 
FOUND GUILTY 
OF STEALING 


Three Franklin town brothers, Ed­ 
ward 
Eugene, 
Frank 
Glenn 
and 
Haskell C. W'allen. were found guilty 


Because he attem pted to avoid 
striking two deer crossing the Em- 
I m itsburg-Gettysburg Highway this 
! morning about 7 o’clock, an un- 
j identified driver partially demol- 
( ished the back end of a large trac- 
' 
An enthusiastic audience of a1- tor-trailer when he skidded off the 
* most one thousand persons listened 1 side 
the road and sm ashed into 
to twin duo-pianists. Ernest and a tree. 
Miles Mauney, at the first G ettys- 
According to Spangler B rothers by an Adams County jury Tuesday 
burg Concert Association presenta- City Service Station, three m iles afternoon of two charges of burglary 
tion of the season in the Eddie Plank j south of town, the driver stepped and two of larceny 
in connection 
Memorial Gynaslum Tuesday eve- 
out of 
the cab and “ thum bed’’ a with the burglaries a year ago of 
nlng. 
ride to 
the station where he m ade Bobs Diner at 
York Springs and 
The Mauney brothers, natives of a telephone call to his em ployer. 
Dale s Tire Shop in Straban Twp. 
North Carolina, and who brought j 
The accident occurred approxi- 
Th®1 jury debated nearly an hour 
their own pianos with 
them, offered i m atelv six m iles south of Gettys- before returning to the Court Room 
an interpretation of 
“The Lark,* burg 
near 
the 
Blue 
and 
Grey to ask whether it could make any 
by the Russian composer, Michael Cabins. Spangler Brothers towed recommendations concerning any of 
the trailer to their station. 
I the defendants. Tile court told the 
-------------------------- 
‘jury It had that right, adding that 
| Glinka, which had been transcribed 
; by Pierre Luboshutz into an effec- 
j tive piece for two pianos. The twins, 
who unite “in a blend of playing,’’ 
: as 
one 
critic 
commented, 
“that 
makes the two instrum ents seem as 
one," pleased the audience with an 
interpretation of the late George 
Gershwin's preludes in C Sharp 
Minor. No. 2. and his E Flat Minor. 
No. 3, giving an American touch to 
the concert which included chiefly 
European composers 
Play Three Encore* 
Beethoven lovers listened to vari- 


COLLEGE PROF 
TELLS EXCHANGE 
OF DESERT LIFE 


the recommendations however are 
not binding on tile court. 
About 15 minutes later the jury re­ 
turned with its verdict finduig all 
three of the Wallens guilty and rec­ 
ommending leniency for Edward Eu­ 
gene. 
The 
Jury 
handed 
up 
two 
verdicts in the case, one on the 
burglary and larceny charge brought 


Falling’ [Mane 
Kills IO Floating 
Paratroopers 


FT. BRAGG. N. C. OP— A big 
Cl 19 Plying Boxcar hurtled to 
earth during a mass paratrooper 
drop here yesterday, killing 15 
men, abroad and IO floating from 
parachutes in its 
path. 
The plane apparently devel­ 
oped engine trouble during a 
drop of about 1.000 paratroopers 
of the 82nd Airborne Division 
Tile drop, a 32-transport training 
project, was part of a conference 
on joint airborne operations. 
The pilot, co-pilot and 
two 
other Air Force men rode the 
plane down along with a para­ 
trooper trapped inside when a 
shovel attached to his uniform 
hung at the jump doer. Thirty- 
seven others jumped safely. 
Tile other victims had Jumped 
from companion planes In the 
flight and were hit as the crip­ 
pled plane descended. 


in connection with the diner, the 
A writhing. 6-foot boa constrictor other on the burglary and larceny 
only two years removed from the charge brought on the Dales Tire 
. Jungles of South Am erica “ stole Shop case. The wording on both 
a*ions on a ‘heme from Opus 35 as thp sh0w” at Tuesdav evening’s verdicts were identical, 
interpreted by Camille Saint Saens. 
oi..k 
Drunken Driving I ase 


Trial began Tuesday afternoon on 
The reptile was exhibited by Dr 
the charge of driving while under 
Max Hensley, m em ber of the Biol- the influence of Intoxicating liquors 
(Please Turn to Page 5) 


^ 
. . . 
.. session of the Exchange Club held 
Th* pianist followed with Sente! 
, B.r,k trt's R estaurant. 
Rachmaninoff s “Suite No. 2, Opus 
(Continued On Page 5) 


Director J. Edgar Hoover of the IBI Is shown testifying before the 
Senate Internal Security subcommittee in Washington I uemiay after- O f 


LINCOLN FETE 
LUNCHEON IS 
OPEN TO PUBLIC 


Here And There 


News Collected At Random 


ymr 
A 
l l 
rp 
Ogy D epartm ent of G ettysburg Col- 
MU t \ O m e n .M ciK C I our Ieee. at the conclusion of an illus- 
( G l i n t V 
T u e s d a y 
address outlining plant and 
• 
~ {wildlife research in rem ote desert 
Ninety members of county’ Home *rea< of western United State*. 
Economics Extension Club* Tuesday 
For nearly » year the form er 
took part in the annual tour of the University of Illinois graduate trod j 
county held under sponsoring of the m esquite trail in southern Ari- I 
TUESDAY RADIO 
CHECK IS HELD 


ZONE MEETING 
OF LIONS HELD 
AT BIGLERVILLE 


Nearly 200 Lions from this zone 
heard a talk by Dr Francis C. Mason 
of the Gettysburg College faculty, 
were told about plans for Pennsvl- 
vania’s participation in the Interna 
t Iona I Lions convention at New York 
City next July and saw the Upper 
Adams club receive its third inter- 


M'SHERRYSTOWN 
MOOSE OFFICER 
ON TRIAL TODAY 


Trial of Richard R, Weaver. Mc­ 
Sherrystown. on charges of setting 
up and maintaining gambling devices 
and setting up a lottery, began in 
Adams County Court this morning 
with state police and a Pennsylvania 
Liguor Control Board inspector as 
the first witnesses. 
Bertram H 
Berg. Carlisle, en­ 
forcement officer for the liquor 
Control Board, told the jury of 
going to the McSherrystown Moose 
I Lodge on the morning of September 
I on a routine Inspection trip. 
There he said he met Weaver, 
secretary of the Moose lodge. After 
I looking over the books of the lodge. 
Berg said he went with Weaver to 
the barroom in the basement of 
the lodge "and as soon as I got rn 
the barroom I saw two fish bowls 
used fdr gambling. They were in back 
of the bar. As soon as I saw- them 
I said to Mr. Weaver, “You know 
that's fiot allowed.’ He said ' I won’t 
do it anymore.’ I said 
I’m sorry 
I but 1 11 have to call the police’ and I 
1 did so In his presence. Our orders 
from our superiors are. as quickly as 
gambling of any kind is found on 
j the premises we are to call the 
state police. Ro I called the Get­ 
tysburg sub-station.” 
Bowl* Herr Moved 
The McSherrystown Moose lodge 
has a beer licence, Berg said, and 
one of hLs duties is the making of 
periodic inspections to **« that ail 
requirements of the license are com- 
• plied with properly. 
Berg said after calling the poll »- 
club contest prize Tuesday evening at man. 
Weaver said he would he 
studying 
and 
classifying 
desert the county Firrm .n's-Civil Drtcr.sc Bl«fomily 
would hove to let the policemen in. 
He and I left the barroom and I told 
him not to touch the fishbowls ” 


In event of Inclement weather 
Thursday afternon the annual No­ 
on* contended the FBI had ap- vember 19th exercises commemorat­ 
e d *d this cour e 
Brownell Testifies 
I lug the anniversary of Lincoln's 
' Gettysburg Address will be held in 
Hoover aho said two Trum an the Hotel Gettysburg dining room 
Cabinet members Involved did not The 
weather 
forecast, 
however, 
favor keeping White in govern- predicts cloudy but mild tem pera­ 
ment service. 
tyres, 
T h- senate inquiry continued to- 
^ 
#nnua, ffllowship luncheon 
dav. 
Attv 
Gen. Browmell, who pre­ 
ceded Hoover as a witness yester­ 
day, said any "reasonable m an" 
would have to conclude that T ru­ 
m an knew White was a spy when 
he appointed him 
“Blindness" And "Laxity" 
But the attorney general con­ 
ceded. under sharp questioning by 
Sen. 
McClellan 
<D-Ark>, that it 
was a m atter of “ judgm ent." He 
said he was not Impugning T ru­ 
m an’s loyalty as the form er Presi­ 
dent had claim ed in asserting that 
Brownell “ lied to the American^ 
people." 
Brownell said, rather, that T ru­ 
m an was guilty of “ blindness" and 
'la x ity " 
toward 
Communists in 
governm ent. It was Brownell who ! 


will be held at the Hotel G ettys­ 
burg at noon Thursday. More than 
50 are expected ;« attend It is open 
to the public. Dr. Walter C. Lang- 
sam. president of Gettysburg Col­ 
lege, will speak briefly and at the 
exercises in 
the Gettysburg 
Na- 
j tional Cemetery later In the after­ 
noon will deliver Lincoln* Gettys­ 
burg Address. The procession will 
leave Lincoln Square at 2.15 pm 
Governor Theodore McKeldm, of 
Maryland, 
will 
be 
the 
speaker. 
Chester S. Shriver Jr., commander 
of the Son* of Union Veteran*, will 
introduce Miles H Kieffer president 
of the Lincoln Fellowship, who will 
be master of ceremonies. Rev. Har­ 
old V, March of the local ECB 
Church will give the invocation. The 


Saturday afternoon the Orange 
and Blue B u trrs irr-G rw fh n rf 
College play their final football 
game of the 1953 season on Me­ 
morial Field agaist their tradi­ 
tional and time-honored foe. the 
Diplomat* of Franklin and M ar­ 
shall College, Lancaster. 
Twelve members of the Battle­ 
field squad will be playing their 
last grid battle for their alma 
mater, and for them, especially, 
the game Is most im portant. It 
is the final obstacle before them 
to register the finest football 
record at Gettysburg in many 
years. A victory means eight 
consecutive win* against one loss. 
A defeat mean* ju.” another sea­ 
son, seven wins, two defeats. 


• 
• 
• 
The Diplomat* will present 
the most formidable foe the 
Bullets have faced since Dela­ 
ware, They have come up fast 
(Continued On Page 5> 


Miss Mary Jane Mickey, county 
ex- eon* 
near 
the 
Mexican 
border 
Thf flnaj Tuesday eiening test of 
tension representative. 
-“ -^1— 
— J 
— **-*— 
"------- 1 
The group visited 
the Gettier’s 
flora 
and fauna in areas 
where radio network until further notice The gathering of Lions from Get- 
Bakery in Biglerville B m on T ue.. h.rdahip and tn.cceaalbllity had 
held Tueaday evening with all tywbur*. Fairfield. York Spring, and 
„,,.t an(1 <■, Fr ink Yp, ra™ 
of 
el- Unoer Adams took nlace in th* cafe- .. 
jlent results during tl\e operation^ 
Most companies reported hearing pany plant at Biglerville with Hie fTcmi the*bar 
all other companies as the main sta- Harmonatres, prize-winning barber- . 
0n f Buv,ng 
n. tlon conducted the teat, railing all 
shop quartet from York Sprlnga. Yerravage and 
he ai d State Po­ 
nte companies in the providing 
the 
musical 
entertain- ,.reman David James 
arrived at M c 


y ° ” 
ln* 
t.” 
combined to restrict research to a stations manned' reporting 
excel- tipper Adam. took place In the cafe- 
poI„., 
that when 
| the making of bread from flour to minimum 
J ll fished product. Prom there they 
n o Deere* Tem perature 
traveled to the Keystone Ceramic 
"O ur big problem was getting 
i Corporation. Bendersville, to watch f into the research areas 
the making 
of 
various 
ceramics w h ich were so dry that mans* of 
products. 
the desert anim als had never seer. 
In the afternoon the homemakers w ater," 
Dr. 
Hensley 
narrated 
i divided into several groups, visited while an 
Exchange projectionist 
I the National Park Museum on the followed 
his 
talk 
with 
colored 
second floor of the Post Office build- slides. 
in* where they viewed nrhe* of the 
| Battle and heard the battle ex- this particular section of the Son- 
plalned on the relief map there nvta Desert region averaged only 


P67Ife arrived"! he PotAls w<W 


of the 25 nre companies in 
county and hearing report* on radio menu 
S h e a to w n in response to Berg’* 
reception from each area. 
President John Klinefelter of the ra n at about I p.m. on September I. 
Even Fountaindale. w hlch usually host club. Upper Adams, presided j Berg and Weaver were waiting for 
ha* some difficulty in reception and during the early part of the evening them. he said, and they all went ie 
Dr Henslev told the group that 
r*m* *n loud and clear dur- and then presented Zone ChaIrmat, the 
Doric*km 
with 
Berg 
)wading 
ing the test. Eugene Sickles, opera- J, B 
Collins of Gettysburg and 
As soon as he was in the barroom 
tor of the main station, reported. 
Deputy District Governor Donald 
Fount* indale. which will be host Miller 
5 ork Sprints. Acting pro­ 
gram chairm an for the evening was 
Paul F Osborn of the Upper Adam* 


Wins Award From 


, Mrs. Archie Sheaffer, Aspers R. I; 
Mrs. Algic P. Gregg, Taneytown: 
Marion H. Colp, Arendtsville, and 
_ 
I Mrs. 
Bertha 
Rhey, 21 
Brecken- 
Insurance Company ridge st. 
D ischarges: 
Mrs. Irvin Crabbs 
O. G. M cPherson J r , son of Mr. and infant son, Littlestown; Mrs. 
h 
. . 
. 
... ancj Mrs- 
G - MacPherson Sr., 104 j am es 
Baker, G ettysburg 
R. 2: 
Gettysburg h.gh scnool oand 
will Carlisle St., recently was presented Mrs Ralph Kessel, 134 Cham bers- 
an engraved gold loving cup by the burg 
St ; 
M rs. 
W ilbur 
Smith. 
Commonwealth Life and Accident Fairfield R. 
I; 
Philbert Jacobs, 
Insurance Co., Port Arthur. Texas. Littlestown; 
H a r r y 
R o u tin g , 
for promoting the largest increase, Bendersvllle; 
Mra 
catherine G. 
Stavely. 
Littlftstowm. 
and 
Mrs. 


Thev toured the 
offices 
at 
the five inches of rain per year, and 
j Court House and attended a session j that 
during August on only two to the Franklin County Firemen’s 
i of court. The trip concluded 
with dav* had the temperature dipped Association tonight, made arrange- 
I a 
visit to Blower s Baby 
Shoe Pac- below IOO degrees. “A searing heat ments for a demonstration test at 
tory on W. Middle St. 
of 120 was not unusual." he said 
i about 9 o'clock this evening. 
-------------------------- 
I 
Depicting vivid forms 
of desert 
Roger Myers, secretary of 
the 
animal and plant life. Dr. Hensley 1 county Firemen's Association, asked 
said, “ Unit for unit there is more the companies to forward to him 
w ild life in the desert than in j checks for the recent frequency 
test 
Adams County." 
given the various radio transm itters j 
Hensley elaborated on 
the reptile in the fire trucks of the county. 
Weaver 
New Oxford- I 
he had ^nc°tli',*’red and said 
The manner ^ which the radio 
« 
,that I* different type. of rattle- 
will be ream ed and their fee- , 
snakes caused less deaths than a quency will be decided at a meeting 
single scorpion whose bite is lethal of ^ 
County Fire Chiefs Associa­ 
te children under three years and tlon next 
(Continued on Page 7) 
; 
* _________ 


HOSPITAL REPORT 


Admissions: 
Mr*. 
Frederick 
Teeter. 
Taneytowm; 
Mrs. 
John 
Rickrode. Littlestown R. I; Mrs. 
Robert Foth. 267 Highland Park; 
j Diane 
L. 


club. 
Tells About Hatteras 
A turkey dinner was served with 
foremen and other kev personnel in 
the Musselman organization serving 
as waiters. 
Dr. Mason’s Informal talk was an 
entertaining 
description 
of 
the 
Island of Hatteras in Dare County 
of North Carolina w here he ha* built 


first m ade the accusations against 
_ 
Trum an in a speech Nov. 6. 
lh* Battle Hymn oI the Repub- 
In 
K a n sa s c a v . Mo., Trum an 
I lic and the Slar SP»n* * d Banner, 
shrugged this off with the com- 
Memorial w reaths will be laid at 
men!, "Whv w aste words’ " 
I lh* Soldiers National monument by 
Denial Prom White* Sister 
members of the Fellowship and the 0( 
in sta n c e In his district. 
Trum an said he had watched B®*“ 
Vf’t r .an*' 
MacPherson. a graduate of Get- Ersie Clem. Rocky Ridge, Md. 
Brownell’s testim ony on TV but j 
^ 
V T J tysburg Hlgh 
l5 superintend- 
not Hoover's. He added of the 
FBI 
aiid 
Rev* 
R a*Ph 
Birk, 
director: “ I’m sure he 
told 
the | ^ stor ol Trinity Lutheran church, 
Lemoyne, will give the benediction. 
Reservations 
for 
the 
luncheon 
may be made with John D. Lippy 
Jr 
Radio station 
WGET 
will 
re­ 
broadcast the address of Governor 
McKeldln 
Thursday 
evening 
at 


2 GUARDSMEN 
ARE PROMOTED 


Sell Property In 
Midway For 810,000 


tru th." 
Miss Fanny W hite. 70, a sister 
of H arry D exter White, said in 
Boston 
Brownell’s 
charges 
are 
“ false, all false." She said her 
brother, who died in 1948 after 
swearing he was not a spy, “ loved 


ent of the Port A rthur district. The 
cup was sent from the home office 
of the company in St. Louis, Mo. 
He lives with his family in Orange, 
Texas. 
* 


BIRTH ANNOUNCEMENT* 


Mr, and M rs. Robert Foth, 267 
Highland Park, announce the birth 


Mark L., Julia C. and M argaret 
M. Redding, Hanover, sold to P lan ­ 
ets L. and Rosemary Klunk. Cone- 
w ago Tw*p , for $10,000, a property on 
the north side of the Hanover-Mc­ 
Sherrystown State Highway, Mid­ 
way. Conewago Twp 
Charles A. and John E. Hofe, ex- 
. . 
~ 
~ 
ecutors of the will of Amos A Hofe. 
tod.y by tot Lt. Donald E. Doer. ]a,, o( Q, mum y ^ 
„ ld to c 


Prom otion 
of Daniel 
L. 
Ball. 
Aspers R. I and Perry Fle.shman, 
Heidlersburg, to the rank of ser­ 
geant in the local Pennsylvania 
National G uard unit was announced 


som. com m ander. 
The local Guard unit. Howitzer 
Addison and Lillie E. Stair, Car- 


o f ^ tu u s h te r today . . the W arner 
^ 
Bn.. .oath Armored Cav- \ ^ 


SALE POSTPONED 


ihis country" and “ had no respect 
o clock 


Hospital. 
A son was born at the hospital 
J Tuesday to Mr. and Mrs. John 
Tile food sale scheduled to be held Rickrode, Littlestown R. 
I. 
Mr. and Mrs. Frederick Teeter, 
a t welsh a a n t STO»e , BzHTTrnorB s t ; 
’or R uk~ -a ’ 
8en. Know land of California, the 
epublican Senate leader, jumped 
into the controversy with a state­ 
m ent that Trum an was “lax in his 
(Continue 
On Page 5) 


airy Regim en’, is presently en- 
gaiied in increasing its m em ber­ 
ship to full strength, Lt. Doersom 
said 
todav. 
There 
are 
seven 
vacancies In the com pany roster, 


(Continued on rage 2i 
WIRE LECTURES 
FOR PHYSICIANS 


Lectures by top medical men in 
Philadelphia and Pittsburgh will 
be 
made 
available 
to 
Adams 
County 
physicians 
and 
doctors 
throughout the 
state 
through a 
a summer home.’ He described "the a«rles of d recl * 
telephone 
“sensitive, reliable and independent” t<'< tures beginning Thursday eve* 
people who inhabit the island which nd2? 
Is now being made Into a national 
recreational area. He described salt 
and fresh water fishing there and 
showed pictures he made of the 
natives, the 190-foot Cape Hatteras 
lighthouse, saved from the sea by the 
CCC 20 yeav ago. and other typical 
Island scenes. 
Chairman Collins announced plans 
for the regional ladies’ night event 
Friday at Newville when Monroe 
L. Nute, Kennett Square, who next 
July will became pre.ddent of Lions 
International, will be the speaker. 
Mr. Collins also told about special 
Pennsylvania plans honoring Nute 
at the New York convention July 
7 to IO. 
Pri/* To Hackman 
Deputy District Governor Miller 
Richard J., Harry G.. and Marie 
H. Klunk, Mi. Pleasant Twp,, sold 
to Richard J. Klunk. Mt. Pleasant ^M ussed Ute t ter-club contest, won 
T a p . for ll. a lot situated along lnr ,he lhIrd 
bV the 


Through the Pennsylvania Med- 
I leal Society a direct wire telephone 
! connection 
will 
be 
run 
to the 
board of directors’ room at the 
W arner Ho>p.tal and an amplifier 
there will carry a lecture on "The 
Diagnosis and Treatm ent of Obes- 
} Ity" by Dr 
Perry S. MacNeal of 
the 
staff 
of 
Jefferson 
Medical 
College in Philadelphia. The lec­ 
ture will originate there and will 
be carried “live” to medical societies 
throughout the state. 
Thursday’* lecture will be the 
first of a series of tour to be 
precented 
at 
intervals 
of 
one 
month. The first three will come 
i from 
Philadelphia 
and 
the 
last 
from Pittsburgh, making available 
to local doctors lectures by top 
men 
in 
their 
respective 
fields, 
whom doctors in distant parts of 
the state rarely have an oppor- 
Tentative arrangem ents for a TV Saturday by the Queen of Peace Taneytown, becam e the parents of h 
gald ‘ m ^ ^ in g p0st* as radio 
I*** a att 
T l n i r i H a t t 
a 
r ,Aitfv/»i! 
D f'U ? 
h a s hod*"! niM t 
nr*« a*-, a n 
i 
telecast Thursday evening over a Council, PCBL, has been postponed a son born Tuesday at the hospital. 
Harrisburg station are being made. 
until Wednesday, November 25. 


President Hopes Clean-Up Will 
Aspers Student Wins 
m 
* 
• , 
I 
r 
Penn state Award Erase Communist Issue Prom 


Political Campaign Next Year 


CALLS ON FIREMEN 


operators, cook s helper and truck 
| driver. 
Pointing out that service in the 


WASHINGTON T —President Ei­ 
senhower said today he hopes his 


An Aspers youth received one of 
3 scholarships and awards totalling 
early $6,000 which were presented 
to students in the School of Agri- I 
♦A ura at the Pennsylvania State 


1 D raym an E. Jackson, dean of tbs administration s clean up In Wash- 
bool of Agriculture, announced to- ; ln*“ “ 
eliminate the Commo- 
ay that George L Hartman, aopho- mat-ln-government issue from next 
ore in dairy husbandry, has been . >'tar s Political campaign, 
resented with a HOO Dairy Field- 
*** P r u d e n t told a news con- 
sen’s Scholarship 
' lerrnce he has aald h‘s last wor*' 
The majority of the 53 awards.! at >*a« for the time being, on the 
-. Jackson said. were made on the jHarrv Dexter Wh.'.e case. 
Then, in a generalization in re- 


a£ 
an 


Members of the Gettysburg Fire National G uard not only provides 
Departm ent have been asked by Ed- ftdditional pay as well as patriotic 
ward Paris, chairm an of the turkey iervdC€ 
tor 
thf 
county, 
Lt. 
party committee, to be at the engine Doer.som said the guard members 
house on E. Middle St. Thursday now have the opportunity to at- 
evening at 7 o’clock to prepare the tend a num ber of service school!, 
engine house for the public turkey 
Young m en interested in joining 
the G uard are asked to visit the 
Armory here any Monday or Tues­ 
day evening to learn details con­ 
cerning the advantages of enlisting 
in the National Guard. 


the Big Conewago Creek in Reading « • * Lkms *» «“ year ending In 
Twp. 
,Ju'y end presented the first prise, 
Thur3tUy.p !eclur, wli| be accom- 
-------------------------- 
to Russell Hackman, who was presl- pai^ d „y 
lhat 
tiready 
- l l s IMI ll (.IIVI 
I dent of the chih during wh.ih the ^ hjn(( jnd w,n bp sh0#.n tn the 
winning record was made 
Frank Coffelt, Gettysburg R. 2, re- 
The 
Harmonaires, 
Dale 
Roth, 
ported sighting a flock of wild geese Kenneth and Guy Beam and Ray 
headed south this morning. 
‘ 
(C ontinued on Page 9l 


board room as Dr. MacNeal talks. 


party to be held there Friday eve­ 
ning for benefit of the fire com­ 
pany. 


laOST AND FOUND 


Dulles Says Free W orld Has 
Diplomatic, Moral Initiative 


Reservations 
For Cham ber Dinner 


opposition to com m unism 
ideology than he is. 
Whenever com m unism presses in 
on us, he said he will be in the 
front rank of those who are oppos­ 
ing it. 
the articles he had reported stolen 
He said he hopes his adminis- from his new home being constructed 
tration dem onstrates by its actions on W. Broadway had been returned 
that there need be no fear on the j as mysteriously as they had been | Anonymous 
part of the A m erican people that taken. 
governm ent service is weak In its 
------------------------- 
Communists. 
ELK* LADIES’ NIGHT 


Dr. C A sioat reported to bor- Alcoholics Program 
ough police Tuesday evening that 
« 
. 
Sunday In Hanover 


Although the deadline for res­ 
ervations to the Gettysburg Cham ­ 
ber of Commerce membership din­ 
ner-meeting Thursday at 6:30 pm . 
at the Hotel Gettysburg, passed at 
CLEVELAND (-Pi — Secretary of proval of the Kremlin s rule over noon today. Mrs. Robert P. Snyder, 
State Dulles said today Russian I the peoples of 15 once-independent Chamber secretary, announced that 
rulers have refused to talk with nations." 
those who neglected 
o sfcnd rn 
the West about European p ro b -1 
Dulles said it is his belief that reservations mav yet telephone 16. 
lems because of fear for their con- I the exam ples of progress and ac* and be assured o! a place. 
♦rol over peoples behind the Iron com plishm ent in the free world 
The H 
a n 
o v e r Group of Alcoholics | Curtain. 
I would ultim ately cause the col- 


will 
hold 
a 
public 


A total of 66 reservations— includ­ 
ing Chamber members and guests— 


“The 
Soviet 
rulers 


as is of scholarship and character, 
,, 
. 
,. . 
. 
. . 
__. 
. 
nd were possible through gifts from P°tlse t0 question*, he sal 
he 
oes vigi ante agates, 
a lim iindividuals industrial Arms 
not believe Americans can atloid 
A reporter told F.senhowei t h a t 
............ 
, 
............ — --------------- 
m-m-h immured foi 
ai iou. md* 
.aals, industn 
Aims 
Leonard W. Hall, chairman of the Gettysburg Lodge of Elks Thursday, and Baltimore will speak on what 
Duhes. in a speed I 
P 
nd other groups. 
“ .r 
Republica,, 
National 
Committee. A turkey dinner for member, and the AA call- the "number 3 killer | the annual convention of the CIO. ell 
was 
He said he cheerfully acknowl- had said communism in govern- their lady friends will be served disease, alcoholism ' 
edges 
the 
responsibility 
of 
the ment would be one of the major i starting at 5 oclock. Following the 
INSTRl( T SPOTTERS 
An instruction meeting for the 


clock in tile Cashtown fire house 


LOCAL WEATHER 
esterday’s 
high 
..................... 
sad night’s low ....................... 
©day at 8 30 a.rn....................... 
dday at I 30 p m 
................. 


71 
35 
45 
69 


potters of 
the Cashtown area 
will executive departm ents to clean o u t; Lssues in next y ear’s cam paign for 
dinner games will be played. 
held Thursday evening st 7:30 Communists (rom the governm ent. I control of C ongress 
Progress along this line had been 
Eisenhower replied that by that 
STOLEN CAR FOUND 
. 
... 
demonstrated by a recent report of time he hopes the whole thing—the 
Borough police learned Tuesdav combined Army and Air Force ROTC 
whether it be 
in relation 
o arma- 
the 
reparation 
of 
1,450 
persons t Communist in governm ent issue— night that the car reported as stolen ( at 
Brua 
Auditorium, 
Gettysburg 
ment." 
from the federal payroll for se- will be a matter only of history 
Monday morning by Mrs. 
Marie College, 
this 
afternoon 
at 
2.30 But he cautioned 
that a 
curity reasons, he added. 
and recollection. 
Pittenturf, Breckenridge St., had o’clock. He spoke on the subject, 
to 
Opposed To Communism 
Another reporter asked whether been found by Maryland State Po- “The Place of ROTC In the Modern 
Firmly, 
Eisenhower 


have 
re- lapse of Soviet control over what 
has already been received. The din- 
mZVino'VT t n l ’nir-hford MrAUhtP'' I treated into a 
diplomatic deten- he 
called 
“ the 
c a r n e 
w ild 
ne 
Lee m u-..-:uor: 
*u.> g 
tint*! 
Hannvnr Sunday afternoon I Mve." 
the 
secretary 
declared, front." He 
ald it I- neithe: n e e - , will y; 
P e : I ’- — 
The free world now has the diplo-1 sary nor desirable “ that we should j 
Following the election of 
try to foment violent revolution." new members to the Chamber boas a 
Secretary of Labor Jam es M itch-; of directors. Robert Nelson, (Ut** 
_ 
_ _ _ _ _ _ 
cheduled 
to 
address , dent of the Virginia Travel Council, 
said" he""hoped 
the 
free nations the convention today along with j will address the group on the pronw- 
would “sustain 
that initiative by Dulles. 
tlon °f tour^t trace ar . 
„ 
Brought up for debate was a film. “The Billion Dollar Story, 
proposed 
resolution 
critical 
of I recounting the history of the fortna- 


Hotel, Hanover. Sunday afternoon 
at 2 o'clock. 
Ladies’ Night will be held by the| 
Men from Cleveland. Washington m atic aud m oral initiative 


ADDRESSES ROTE STUDENT* 
Major General Clyde D 
Eddle- 
man, 
Washington, addressed 
the 


being ready to talk about any con­ 
crete point of difference—whether 
it be in Europe or In Asia, or 


desire 
confer 
with 
the 
Russians 
should 
not 
lead 
us 
to confer 
declared the President meant to say that he lice about six miles south of Thur- Military Services.” All ROTC stu-, where 
the 
onh 
probable jesuit 
there is no one more seine i* 
(Continued on Page 9) 
moot. 
t dents attenoed. 
would he sn apparent moral ap­ 


lom e phases of the administra­ 
tion’s handling of foreign affairs. 
It declared: A clarification of la­ 
bor's role (in foreign policy) is 
long overdue.” 
The measure called for a more 
active part bv labor tn the Foreign | eecurmg 
Operation* Administration. 


lion of the Virginia Council. 


$300 FOR GUARDSMEN 
The Adams County Commissioners 
this morning granted $300 to the lo­ 
cal National Guard unit for u^e in 
ait ides 
needed by 
the 
| guardsmen. 
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EXPECT VOTE ON 


DISARMAMENT 


UN ITF I) NATIONS, N. Y. IF— 
V 
N 
diplomat.* hoped to vote at 
;.i t today on United Stfttes-backed 
proposal* for world disarm am ent 
and for the m ajor pow ers to get to­ 
gether in private arm s talks, 
A flurry of E ast and We.*t reso­ 
lutions, am endm ents and counter- 
rm endm ents confronted the U. N. 
G eneral A ssem bly’s 60-nation Po­ 
litical C om m ittee for today’s se s­ 
sion. 
The com m ittee was stym ied in 
its efforts to com e to final action 
on the b ife r Iv debated subject yes- 
t h r o I ‘''•Im w as the guest of 
terday 
when 
R ivasa'a 
Jacob 
A, honor at a su rp rise birthday p arty 
Malik 
asked 
a second tim e for at the hom e of h er parents. M r. 
postponem ent P rior to the two So- and 
M rs. 
C harles 
Kuhn. 
Ridge 
viet requests for delay, the com- Ave.. T uesday evening. The chil- 
m ittee had its work put off by a drer. played cam es and received 
request from India for postpone- balloons and other toys as favors, 
m ent. 
I The 
birthday 
cake 
w as 
topped 
Had 
Long Debate 
I w ith blue frosting and candles. 
Both Aldea 
have taken a 
m orel 
C heryl, 
who w as 
six. 
had 
conciliatory tone in the proposal* su ests the following: Leslie Shain- 
offered ic;- toe com m ittee's 'lin e. Susan M usser, C arolyn MUS- 


Social Happenings 


Phone Gettysburg 1248, 640 or T*jr> — After 7 P.M., 751-Y 


The Fridav 
Afternoon 
L iterary 
Club will m eet 
F riday afternoon 
at 2 SO o’clock at 
the hom e of 
M rs. H 
D. H oover. 22 S em inars 
Ave. 
M rs. 
Jacob 
VV. 
H eikkinen, 
Springs Ave., will p resen t "E ssa y s 
on Piano Playing by G reat W om en 
Pianists 
• 
* 
* 


The 
L adles’ 
Auxiliary 
of 
the 
F ra te rn a l 
O rder 
of 
E agles 
will 
m eet T hursday evening at 8 o'clock 
at the E agle*’ hom e. C h am b ers­ 
burg Si. 


Wedding 
Upper Communities 


in W eideitsall Hall. G etty sb u rg Col­ 
lege C am pus, this evening at 
8 
o’clock. He w ill be introduced by J 
Dr. 
W alter 
C. 
L angsam , 
p resi­ 
dent 
of G etty sb u rg College. 


Airs. 
retu rn 
Walter 
to 
her 
('. 
L angsam 
will 


W a ller—Snyder 
At 4 p m . Sunday in L ohr’s M e- I 
m ortal 
U nited 
B rethren 
C hurch, | 
H anover, M iss Beverly D. Snyder, j 
d aughter of Mr. and Mrs. Edw ard If. 
Snyder III, 
H anover, becam e th e 
bride of R ichard H. W alker, son of 
Mr. and M rs. Edw ard W alker, H ub­ 
bard. Oil lo. Tile double ring rites 


Telephone Mrs. Richard Katfensperger, Biglerville 8 


_ 
,, , , were perform ed before th e flower 
nome cEi 
a l ‘' tj and palm banked altar, with the 
St. today atter .-pendin. several pnsfor the Rev Dr. RU.ssen C. Oyer 
days rn New York City. She accom- 
0fyjCi- tinsc 
paii.ed 
the Gettysburg College- 
h i- < 
m ,tron 
o( honor 
ternar.onal 
Chub 
to 
Now 
York 
„ 8nvder Iv sl, , pr 
Monday for a two-day visit d u r i n g , hp brldr HanovPr Bridesmaids 
wh.ch they attended several sea- 
M,., , )pan F stHUb H„„nvpr. 
,i ions ^jjss 
Ba rpHra M asenheim er, H an ­ 
over; Miss B etty W alker. H ubbard. 
Ohio, sister of 
th e bridegroom ; and i 
Miss Gloria Trone, H anover. 
J 
Tile flower girls were Miss Lorice 


M others 
of 
th e 
A rendtsville 
B row nies and G irl Scouts w ho will 
solicit for th e annual d riv e for 
funds 
this 
w eek 
in 
A rendtsville 
and 
vicinity 
are: 
M rs. 
D avid 
H ouck, 
M rs. R ichard Slaybaugh, 
M rs. 
E ugene 
H aas, 
M rs. 
Lewis 
Diehl, M rs. C harles C utshall, M rs. 
Joseph 
Sabo. 
M rs. 
G ranville 
G rubbs, M rs. C harles M eD annell, 
M rs. G rayson M ain, M rs. E ugene 


M'SHERRYSTOWN 


(C ontinued from Page I) 
Berg looked to the left 
anc! said 
'W hy they're gone.’ Berg 
th en told 
of the fishbowls and showed where 
they had been. Mr. W eaver went 
into a room beside the bar and re- 
„ 
^ 
.turned in a 
few seconds 
with the 
C urrens, M rs. L ester D avis, M rs. 1 


HALLMARK 


Christmas Cards and Gift Wrappings 


SELECT YOUR NEEDS NOW! 


Use Our Lay-Away Service 


BLOCHER'S 


25-27 Chambersburg Street 


sions 
a t 
the 
U nited 
building. The students retu rn ed to 
Uie college T uesday evening. 
t 
i 
t 


The Cub Scouts of den 3 met 


A rthur 
D eardorff, 
M rs. 
R ich ard 
T rostel, M rs. R obert P ric e. M rs. 
N evin F ran tz, M rs. Lew is B osser- 
m an and M rs. C am eron H offm an. 


lh!., afternoon ta the scout room ,)Pnr[lorfj. pails C hurch. Va.. cousin 
nf 
E C B 
Mom Art a1 
r ’lin rrh 
. .. 
. 
. 
. _ 
M em orial 
on 
in 


C hurch 
^ 
of the bride, and Miss Sharon Dear- 
ere 
they 
worked 
on 
C ountry doraL L„nPastP1. also „ pousln 
Ken 
rv.,:eri:.l 
rn 
obsenanee 
of 
MaslCT 
Kay 
0 e„ 1(U,rfT. 
York. Biglerville. 
Country F a t month. Mr,. Harold pouslll flf thp bridp waf „ 
^ 
V. 
M arch, den m other, 
w.u. as- ;(o b m WHll41,r brother of .n e bride- 
sisted by Mrs. George Olinger. 


M r. and Airs. D onald W entz and 
son. Pottstow n, spent the w eekend 
visiting th eir p aren ts, 
Lloyd W. 
G arretso n , 
B iglerville R. 
I, 
and 


Berg 
testified 
the 
bowls 
were 
placed on some em pty beer cases be­ 
hind the bar and said a m an sta n d - 
, ing a t the b ar could not reach into 
J the bowls, but said he believed a m an 
leaning across the bar could have 
reached them . Berg said he saw no 
one in the bar. and saw no one p u r­ 
chasing the p rinted slips inside the 


VISIT OUR COMPLETE 
GLASS SHOP 


Mr. 
and M rs. R obert P . W entz, | jnrs. He added th a t the jars and 
no 
slips, In his experience, “have 
other use th a n for gam bling." 
Find Slot M achine Parts 
Corporal Y ercavage said exhibit 


\ .ii, but W estern spokesm en j Selm an, ^ U /.i!tie 
TI* nut r.^ ( --cL 
bership com m ittees of the B usiness 


r n 
. d 
e 
I t c l e a r t h 
e r e w as no change S tre e ts Shnron S p rin k le 
L atish^ 
P rofessional W om en's Club of 
n the.r over-ail police on the sub- F iedler. M ary E l.zabeth I t m a n n . 
_ 
. 
o ter. 
Susan 
T ate, 
Susan 
Swope 
and 
N ancy Kuhn. 


The 
Biglerville Good-Neighbor 
groom, was best m an. and the ushers 
clu b will not m eet T h u rsd ay . The 
tv, 
. r, 
nr,><rr -i r»« 
a 
u’ere Adward W alker, anot her b ro th - J m eeting h as 
been postponed until three in the case, a board to which 
The s e n io r , program and m em - pr; Fjdvuird Snyder IV 
brother of 
Dpcem ber 
3 


the bride, an d D ean F. Staub, H an- 
______ 


eel which has been debated fru it­ 
lessly since 1946. 
Tile United States. Br u in and 
F rance had the backing of ll other 


G ettysburg 
will- m eet 
T hursday i 
•veiling at 7 o’cloc k it the YWCA 
Following 
lie et ic mony a lecep- dau g h ter, L inda, have retu rn ed to 
evening at , o ticx R a, tnp 
tion vias held at the Hanover YWCA 
- 
- 
- 
- 
------- 
The cabinet will m eet at the Y 


I were attached a rifle, a wrist w atch, 
blanket* and o th e r articles, had been 
S/Sgt. and Mrs. John W eber and found 
exhibited 
behind 
the 
bar. 
Yercavage said he asked W eaver, 


WINDOW • SAFETY 


PLATE AND 


ROUGH GLASS 


Cut to A ny Size a n d Pattern 


J 
J 
t 


Mrs. 
Jo**»* 
L. 
C’lapsaddle 
and 


nations in their m ildly phrased r es- Mrs. 
C. W illiam Zhe.i 
were host- 
olution calling 
on the d ead lo ck ed Iesses to tile 
B irthday 
Club a t a 
U N. D isarm am ent Com m ission t o ! Thanksgiving 
darner 
a- 
E a ile s 
continue Its efforts to end the arm s R estau ran t n ear G ettysburg Tues- 
race under effect.ve international day evening. The group later at- 
eon trois. The resolution also pro- tended the concert in the E ddie 
pa*es m eetings of the m ajor, pow- Plank 
G ym nasium . 
G ettysburg 


i for th e w edding party, fam ilies and 
at 8 
o clock the 
sam e 
evening. • frlpndj< 
^ 
ncwlv wedded ronplp 


Engagement 


Schultz- Arnold 


left on a tw o-week tour of Florida 
and on th eir retu rn will reside at 
2319 W hite Horse Pike. Egg H arbor. 
N. J. 
Tlie bride is a granddaughter of 


their hom e in O xnard. C alif., after 
spending a furlough w ith S erg ean t 
W eber’s 
p are n ts. 
M r. 
and 
M rs. 
Nelson W eber. B iglerville. 


ers to "seek in pr.v ate an ac cep ta­ 
ble solution and report to the dis­ 
arm am en t com m ission,” 


College cam pus. 
W W # 


Airs. Clifton White. W ashington. 
D C . was a recent guest of Mr. 
and M rs. Joseph M. Sullivan. R. 2. 
* 
# 
• 


R ecent visitors at the hom e of 
M r. and M rs. M ichael Flynn, B alti­ 
m ore St . w ere th eir son-in-law and 
daughter, Mr. and Mr« 
Philinpe 
K linger, and their daughter. Mrs 
T hom as C arroll and children, all 
of A rlington, Va. 
• 
• 
• 


Airs. Virgie M \cr* and her sis­ 
te r. 
M rs. 
Anna 
M illar, 
both 
of 


PUSH PROBE 


OF REDS IN GE 


BOSTON 
** — Sen. Ja*eph R. 
itcC arthy 
*RWL* • 
convened 
his 
perm anent in vest. Rations subcom - 
n ‘tee in Boston today to look into 
possible 
iubver»ion 
in 
G eneral 
I .eotr.c plants in nearby Lvnn and H arrisburg, w ere recent guests oi 


Mr. and Mrs. W illiam Arnold. B g- the late M r. and 
Mrs. F ran k B. 
lerville. announce th e engagem ent of D eardorff of G ettysburg and m any 
, their 
daughter. 
Joyce 
Elaine, 
to local residents attended the wedding 
Rich,.rd E Schul:?, son of Mr. and 
---------------------------- 
M r, Lloyd Schul!*. O etty A u m R 3 
( ) j | g t m 
e K x p R k I c S 
Miss Arnold, who was g ra d u a n d 
n 
f V 
from Biglerville High School w ith ! 
H i l t T i r e I S P u t O u t 
the class of 1951, is em ployed at th e I 
K O. D eardorff Insurance Agency, 
Borough 
Po.icem an 
C harles W. 
G etty sb u rg Mr. Schultz, a graduate * CulP J r w as c*Ued t0 « flr* T u « - 
of G ettysburg Hivh School with the 
at noon but found the fire 
was 
class of 194), is employed as the as- ou 
before he eof there 
sistant p arts m anager at G ettysburg 
C hildren going hom e from Meacie 


"W here's th e punchboard to it?" He 
said W eaver denied the existence 
of any punchboard and said th a t 
there had been a punchboard about 
a year before for those articles, but 
T he B uller Tow nship R om e E l- j th a t it had been done .away with 
tension G roup will m eet T h u rsd ay and th e articles were merely on d r ­ 
afte r noon a t 1:30 o’clock 
at the PlaV in case some m em ber m ight 
hom e of M rs. D avid M arch. G ettys- (wish to purchase some or all of them , 
burg R. 3. 
Yercavage said only one article, th e 
wrist w atch, had a price tag on it. 
Rel ent guests a t the hom e of 
added th a t search of the prem ises 
M rs. 
E. 
W. 
W right. 
B iglerville. IfalIed to locate a punchboard for 
w ere M r. and M rs 
F ran k O m er J the displayed m erchandise 


GEO. M. ZERFING 


“ Hardware un the Square” 


GETTYSBURG 
LITTLESTOWN 


and Mr. and Mrs. M 
G reen, M e­ 
chanicsburg. 


E verett. 
At least 18 GE 
w orkers have 
been sum m oned to testify at a 
closed hearing. Two of them iden- 


M rv Ruth John 
Lincoln Square. 
at her ap a rtm en t. 


Duo pianist*. 
Virginia 
Alorley 
ed 
them selves 
a* 
N athan.e. and Livingston G earh art, will give 
Mills, 36. and R obert Goodwin, 38 
They said in a joint statem en t 
they intend to .nvoke the Fifth 
Am endm ent against passible self- 
ncrim ination when questioned be­ 
fore the com m ittee. 
M cCarthy 
said 
on 
his 
arr.val 
here from New 
York la*t night 
th a t today’s hearing m ay have a 
I.ak with his investigation of pos- 
> hie spy activities at Pl. 
Mon- 
n uth 
N. J. 
He did not elaborate but said 
he will call a public hearing in 
Baston a* .'OOH as "it is feasible." 
Tile G eneral 
E lectric Co., one 
of the nation’s key defense firm s, 
> 
d in a sta te m en t from Schenec­ 
tady last 
m easures 
often 
exceed 
govern­ 
m ent standards. 


a concert F rid ay evening at 8:15 
o’clock 
in 
the 
W aynesboro-M ont 
Alto Senior High School auditori­ 
um . M em bers of th'* G ettysburg 
Association ar<» eligible to attend. 
• 
• 
• 


Air. and Air*. Hr)ant Wort*. Ocean 
City. N. J., and Mr. and Mrs. Lindy 
Cascianl and daughter. Linda. T re n ­ 
ton. spent last weekend with Mr. and 
Mr*. Lester ll W herley, G ettysburg 
R, 2. parents of Mrs. W orts and 
Mrs. Casciani. 


School ran to the local policem an, 
he wed- ^ ‘*en directing traffic, to report th a t 
smoke was com ing out of the w in­ 
dows of a hom e on York St. 
Culp, investigating, found an oil 
stove had exploded in a bedroom a* 
the home 
of 
Victor Palm er, 
129 
I York Si., setting fire to a bcd. 
A d au g h ter of Mr. and Mrs. Palm - 
L it- er. w-ho w a s a t the home at the tim e, 
tlestow n R 
I. died at th e W arner had extinguished the blaze before 
Hospital Tuesday m orning. A roof- Culp arrived. 
er bv trade, he had been in declining 
---------------------------- 
health **nee he wss - iwjw ed 4n -a- ——— RUNAW AYS CAU GILE______ 
fall last 
spring. M r Bowers was a 
Borough 
police 
picked 
up two 
.son 
of 
G eary 
and 
R uth Fissell youngsters 
on 
C ham bersburg 
Bt. 
Bowers. Taneytow n. He was a m em - Tuesday, who had “run aw ay" from 
ber of T rinity L utheran C hurch,! th e ir hom e in B altim ore 
Parent* 
Taneytow n. Besides his parents, he were 
and arrived later in the 


M otors Inc. 
No date h as been set for 
ding. 


DEATHS 


Robert F. Bower* 
Robert Francis Bowers. 31. 


Air*. C hitter Tyson. Gardners, 
h as retu rn ed from a se v eral w eeks 
fay w ith h e r son, C h ester Tyson 
M orristow n, N. J. 


Air. and Airs. A rthur Slas haugh, 
W ilm ington, Del , have concluded 
a visit of a few days w ith M rs 
S lav b n u ch 's parent*. M r. and Mr* 
G uy 
Fob], 
B iglerville. 


Air*. A lbe D eardorff, B iglerville, 
spent the w eekend In York w ith 
h er son and daughter-in-law , M r 
and M rs, W ilm er D eardorff. 


PUBLIC AUCTION 
OHLER AND WOOD AUCTION ROOM 
B endersville, Pa. 


Friday Night, November 20, at 6:30 P.M. 


Florence oil burner heatrola stove; Air-Flow oil burner h eater; radu* 
tables: chairs: rockers: stands; beds bed springs; two oil drum s; 9 x 12 
linoleum rug*; refrigerators; sink; heatrola.*- for wood or coal; 30-30 cal. 
high-pow er rifles; 16 gauge pum p gun; lot other rifle* and shotgun.*; new 
express wagons: lot of clothing; shoe* and rubber foot wear; new m ixers 
pop-up toaster.*; w asher; new deep-fat fryers; lot tools; drill kit; lot 
blankets; C hristm as cards; IOO": wool hunting coatis; pants and ta p s; lot 
Yercavage said a m achine w hich 
long wool stockings; lard cans; homegrown m ountain potAtoe*; bananas 


Also entered as exhibits were a 
num ber 
of 
articles 
identified 
by 
Yercavage as p arts for slot m achines 
He said tfiey had been found In a 
storeroom off th e bur. 
Y ercavage Identified a wheel and 
paddles as found in a storage room 
ai th e M cSherrystow n Moo*e and 
said in his experience as a police­ 
men for 18 years that the articles 
have no o th e r use th a n for gam bl­ 
ing. 
O perate Mot Atarhlne 


has 
E dna 
W alter, 
B iglerville. 
TcTiirneff Trnrrrr n f t r r spending * 
few davis w ith friends n e a r York. 


The Heel* Club wa* inachertently 
om itted from a list of YWCA club* 
published in F riday’s palier which 
iivt11 ~ “r.*cv* tkmatf<J m onfl 
W or|d Fellowship 
night that its se cu res 
durln(r ]a9t week s observance at the 


Y. The Beep* donated $5 to the 
fund 


Accuse Four Youths 
Of Torturing Boy 


LOCKPORT. N Y. Jt—D-*t. Atty, 
J ack Gel Im an .-aid today he would! 
*et*k indictm ents aga m at four teen* I 
nae 
inm ates 
of 
N iagara County 
a.I in connection with the beating 
and burning of Theodore L ear, 16. 
of Slate College, Pa. 
Gellinaii &a.d he would present 
• entailony to a *rr»nd jury on Mon­ 
day 
out 
he 
dm 
not 
say 
w hat 
charge* he would ask. 
All of the accused are aw aiting 
►•rand jury act.on on other charges. 
Two are charged u .th third degree 
burglary, one w th attem pted third 
de, ref 
bus glary 
and 
the 
fourth • 
with gTand larceny in the th e ft of 
an auto. 
L ear told a ut nor. lies th at he was 
beaten and burned by other p r i- 1 
salters during his stay In the j a i l ; 
iW* 
tenor. *ince August on 
a burglary charge, 


Bakery ('ontracts For 
1,040 Announcements 


Stroehnunn Brothers Baking Co., 
Williamsport, Tuesday signed s con­ 
tract wi’h WG ET for presentation of 
I G4f> 
one-m-r.ute 
announcem ents 
during th# next 52 weeks. 
George 
DeCarlo*. 
advertising 
m anager for S’.roehm ann B rothers 
in .-.gnu g the contract, said the 
com pany had decided on the br*>ad- 
cast* bec,sui* of the dom inant radio 
petition 
? \VC»ET in this section of 
KWth*c€iitrri PvtuMjrKania. 
WGEfT wa.* an “Unportant 


Air*. K. I.. Kidwell. I 
M ater St.. 
spent a day in H arrisburg recently. 
She visited relatives in H agerstown I funeral home 
las: weekend. Miss R o lle r Kidwelll, j 
Arlington. V'a.. trill spend this week 
end with her parents. Mr. and Mr.* 
Kidwell, in G ettysburg 


leaves hi* wife. Audrey Roop Bow­ 
ers: three children, R obert F. Jr., 
Richard Eugene and D arlene V ir­ 
ginia. all a t home, and four b ro th ­ 
ers and sister- Mrs. Birnie S ta ­ 
ley, 
Mrs. 
F ranklin 
Fair. 
Donald 
Rowers and Herbert Bowers, all of 
Taneytow n, Mr. Bowers’ pastor, the 
Sf 
Rev. G len L. S tahl, will officiate 
at 
funeral 
services 
Friday 
at 
2 
p.m. at thp C. O. Fuss and Son F u ­ 
neral Home. Taneytown. Assisting 
will be the Rev. I\a n Naugie, T h u r­ 
m ont UH pastor. Interm ent in the 
Keysville <Md * Cem etery. Friends 
may call T hursday evening at the 


day to recover th eir children. 


JOB FOK M I DENTS 
Borough police were called late 
Tuesday nivh» w hen a large bon­ 
fire was started behind a fraternity 
house opposite Huber Hall on Car- 
Pohce directed th e m em bers 
of the fratern ity to extinguish the 
blaze. 


Ali** 
AIA m a 
Sheely 
and 
Alls* 
Helen Lower visited with Mr. and 
M rs. Clair Grim , Table Rock, en­ 
route to Berwyn. They spent the 
weekend in W aynesboro with M iss 
Lower's brother and sist*r-in-law , 
Dr. and Mrs. Harold Lower, and 
fam ily . 


Repent 
guest* at the hom e of 
Mr. and Mrs. Clifford Bucher and 


he described as a “console tv pc .slot 
machine" was found a* ’he Mooae 
home. He said it was not connected 
at the time, but that he asked Mr. 
Weaver to connect the machine to 
an electrical socket. “It Ut up and I 
put two nickels in and pulled the 
handle. I didn't hi’ a winning com ­ 
bination." 
Tile case resumed at 1:30 o'clock 
this afternoon. 
Member 
of ’he ju n hearing the 
case include William Barbour, As­ 
pers; E. E. Cashm an, New Oxf rd: 
Mrs. 
Sadie 
Darone, 
East 
Berlin: 
Mrs. Alice Kugler, Fairfield; Daniel 
8 Mickle}', Cashtown*: Mrs. Anna C 
Murray, Gettysburg R 4; Emma ti. 
Rhoads, 
Gettysburg 
R 
4; 
Mary 
Rummel, Carlisle Kl,; Clair Tate, 


and all kinds of green groceries; lot cocoanuts; bonbons and all kinds of 
Christmas candy; antique dishes and iron articles 
Many article* not 
mentioned. Any person having anything to sell, b ring't to sale. We charge 
IOT commission. 
OHLER AND W O O D 
Auct„ G. Richard Baldwin. 


t ircle 
Three 
of 
the 


Bury 
All** Warren 
F u n eral service.* for M iss E m m a 
t J. W arren, 80. A spers R. I, who 
died S aturday evening, w ere held 
f t i i t i ’i 
at 2 o'clock at 


“AG" TF Al II FRM TO AIT! T 
N orm an F Hoover, subieet m atter 
T>ecialist from Penn .State U niver­ 
sity. will be the speaker this eve­ 
ning a ’ a m eeting of the Adams and 
F ranklin C ounty agriculture te ac h ­ 
ers at C ham bersburg High School. 


. Gettysburg R 4. Bruce B. Taylor, 
f am;:.-. .^B iglerville, wf-re 
lr. and B u > rv ,:u. 
Mr, 
s. r::.,i 
T V , . 
Burkey, 
Cumber- BiglgrvlUe R 1; 
Wisner, East 


I Berlin R. 2. 


Mrs 
‘ land. 
Bernard 
Md. 


C hristian Fellowship will meet at the ! the D ugan F u neral Hom e in Ben- 
home of Mi** Elizabeth Evans, 155 
W. Lincoln Ave, T hursday evening 
at R o’clock M u* Dorothy Riddauh 
will be In charge of the program . 


lur- 
Flan* w ere m ade to hold a 
key dinner D ecernoer 
Mothers* C lass ol St. 
th eran C hurch Sunday School at the 
N ovem ber m eeting held T uesday 
evening at the hom e of M rs. N. O. 
S.xea>, York St. Toe affair will be 
held in the dining room of the 
church. 
C h ristm as 
gifts 
will 
be Ila.* 
exchanged and the "se c re t Folly- on 
annas" 
will 
be 
revealed. 
Mrs. 
G lenn S terner. Mrs. Victor W ar- 
H enrv 
Krick 
will 


der.sville 
with 
the 
Rev. 
W illiam 
H ollingsw orth, pastor of the W e lls ­ 
ville M ethodist Church of w hich 
Miss 
W arren 
was 
a 
m em ber, 
officiating. Interm ent w as in the 
W e llsv ille 
C em etery. 
Tile 
pail- 
15 by the b earers were R ay T aylor, W illiam 
Ja m e s Lu- B utler. C harles Show ers, Guy and 
John Wenk 
and 
M aurice 
R azer, 


OFI VS LAW O U K I. 


A ttorney Donald G. O yltr, wlvo was 
adm itted to tile Adam* County bar 
m onth, has opened a law office 
B altim ore St. aboie the dental 
office* of 
Dr.*. 
C. 
N 
G ilt 
and 
G ranville Schul:s. 
ner 
and 
Mr.* 
serve a.- hoe 
M rs, Ch ar if 
Ivan Br cig hue 
head the Chris 
m itt«e 
There 
and 
four 
gi 
, m eeting 


S n id er and 
Mi*. 
w ere appointed to 
ma* shopping com- 
were 2u m em b ers 
*st» 
at 
T u esd ay 'a 


(.It AM I IHI 


The G ettysburg Fire D epartm ent 
wa* called at 3 o clock Tuesday a fte r­ 
noon to extinguish what firem en said 
! wae a “very sm all gra*s fire" to the 
real of the Dr E A Miller property 
on Baltim ore St. 


l a s t a m u : l iv e s t o c k 
LANCASTER. Pa. ^ — C attle 57fl, 
steers sold at steady prices, grass- 
fed bulls, good and choice 
14 00- 
16 00, com mon and medium 10 00- 
13 00. good bologna 13 00-1*- OO, c a n ­ 
ner cows 6 00-7.50. Calves 188. 1 00- 
2 00 lower, choice 27.00-29.00, food 
23.00 - 26 00. merii im 16 00 - 21 00, 
com mon. 5 00— 12 00 H<xrs 2R5. best 
grades 
22 25-22 50, unsorted 
22 OO, 
cow* 16 OO-30.00. Sheep 21. iamb6 
scarce and steady. 


* A Y DIIAAORTH OLT 
PHILA DELPHIA 0P>—Dial- Atty. 
R ichardson DU w orth was reported 
today to be out of ’he Pennsyl­ 
vania gubernatorial race — at his 
own request. 
D llw orth, the Philadelphia Bul- 
letln 
re;>orted. 
telephoned 
hi* 
friends here from a vacation rw- 
*<»rt in Florida th a t he wi-hed to 
w ithdraw all active su p p o rt'of hi* 
i candidacy for governor in ’;.e Dem* 
j berat ic 
\ : in ia r 
next 
-pru 


The King's Daughters Class of 
. f l . 
th e B ethlehem L utheian Church. J o t 
I T c i n s p O r t I 1 3 1 1 0 
Bendersville, win m.e! 
, t ui? 
Planned By Fairchild 
hom e of Mrs. Clyde O m er, Ben­ 
dersville, 
Friday 
evening 
at 
a 
NEW YORK 
— Plan.* for a new 
o'clock. 
I com m ercial 
Jet 
transport 
plane, 
_ 
_ 1 with a cruising speed of 570 rn p h. 


DEER HUNTING 
SUPPLIES 


HI-POWER RIFLES 
Remington - Steven.* - 
Winchester - AII C alibers In 
Stock - Also Ammunition 


Rifles Slug* for Shotguns 


BF SI RE TO RFF. OUR AFFECTION BEFORT 
VO! B l Y 


REDDING’S SUPPLY STORE 


30 Fork Street 
Phone 7*8 
We Deliver 


The Joint Church School Board 
meeting 
of 
the 
Bendersville 
Lu­ 
theran Parish will be held at the 
Lutheran 
Church. 
WenkaArtlle, 
Thursday evening at 7 o ’clock 
F 
E. Mast*land. Carlisle, w ill thew 
m ovies to the 
group. 


The Biglerville i uh Scouts Plan­ 
ning m eeting w ill be held at the 


have been announced by the F a ir­ 
child A ircraft Division, H agerstow n, 
Md. 
Sale* p rice of the plane la e sti­ 
m ated a t $1,700,000 each when p ro ­ 
duced in 100-plane lots. 
T he 
plane, 
pow ered 
by 
tw o 
W right J67 engines, would c a rry 
44 p assen g e rs and a crew of 3, 
w ith high d en sity seating a rra n g e - 
hom e of M rs. R alph Stoner Thurs* I orients 
accom m odating up 
to 
64 
d ay evening at 8 o'clock. 
t p assen g ers. The 
plane 
I* designed 
to trav e l co a st 
to coast 
with one 
Pfc. Joseph L. B ojer, son of 
Air.^ stop for fuel. 
an d Mrs. Joseph S. Boyer, Bigler- 
------------------------- 
Ville, 
has 
been 
tran sferred 
from 
P arris Island. 8. C , to th e following 
address: 137-5377. Service S q d n , Air 
P M F . Pacific ‘T ransit*, M O A S ., 
El Toro. Santa Ana, Calif. 


HAVE YOU HAO YOUR 
CAR INSPECTED? 


Don't Wall! 


H. & H. MACHINE SHOP 


The I-»diew 
Bible ( la** of the 
B ethlehem L utheran Sunday School, 
B endersville.ja il! m eet F riday eve­ 
ning at 7 30 o ’clock at th e hom e of 


was defeated 
John S Fine 
’orial election 


by 
in 
Republica 
the 1950 k 


g 
He 
i Gov. 
be rn a- 


Air*. 
( b a rie * 
ll, 
S m i t h 
h a * 
returned 
to 
her 
hom e 
on 
W 
B roadw ay 
after 
spending 
sev­ 
eral day.* a.*, 
he guest of 
Mrs 
Eugei 
burg. 
a* M, C ra u h e a d in Harr»s- 
I r #$ 


W&m 


He .« 
link in 
of the 
pany “ 
MUT 
tile st 
mg program 
gin within a 


a. 


rah advertising p.aru 
mann Brothers com- 


sborough, marirtger of 
lid the new advents- 
f the bakery will be- 
*w days. 


' 
Ohio 
P —Violence 
Columbus 
warplane 
a American Aviation, 
DV 
brought 
a 
CIO- 
on 


s i SPF.VDA 526,000 FINT 


COLUMBU 
at 
the 
big 
plant of Nor: 
Inc., 
yester d 
United Auto Worker* I1 
a suspended 120 OOO fine 
Franklin Coon tv Common Pleas 
Judge Joseph M H after > \'ied the 
fine on Local 927 and then sus­ 
pended it on condition the un.on 
observe a lim ited picketing order 
he ‘.'.stied Or* 
"A. 


Mi** 
lto*«‘inarie 
K rddtug 
ha* 
returned 
to 
Baltimore 
atter 
a 
visit 
of several 
days 
with 
her 
parent*-, 
Mr 
and 
Mrs. 
C lem ent 
Redding, R 
2. She was acco m ­ 
panied to Baltimore by h er p a r­ 
ents. She is a student at the St. 
Agnes Hospital School of Nursing 
. 
. 
. 


Air. and Air*. Jam e* L. Itiggeal 
and 
d aughts 
Arbuckle ha\ 
home near C 
ing 
several 
visiting Mr. 
local M acPher*or. 
the forme 
Mi 


Carol, 
and 
C y ' 
■eturned to their 
luna after spend-! 
•’.* 
in 
Tennessee 
I Mrs, Stuart B 
Mat Prier.-on 
* 
M; 


Mi** Alta Keller a n d her b ro th er. 
Kl 
b 
h stu- 


kie Lo: g at the 
Mr. and 


Robert 
\ deni^ at But 
gueats of Mi 
> home of her 
Mrs C A. Deitch, Carlisle St 
over* 
* I Of K * I DGE I P 
the 
leek. o M 
itg . Hlso a 
NEW A’ORK <JP 
The stock m ar- 
atlldent at 
Bucknell. Mr. and Mrs. I 
ke*. edged up slightly bxiay as ’he Deitch spent Sunday in Harrisburg 
flood of dividend reports continued 
• 
« 
» 
to create M,me irregularity in the 
Dr 
paul 
*. Ilaien*. 
re*idm t 
nit Gams ran to around a point at ipof W ilton College. C ham berr burg. 
ti e oev while k»se* were usually |w .ll be '.ne speaker 
« m eeting 
tn the wnaJi fraction*. 
of uie meal b ra a ta of the AAUW 


News Briefs 


PHILA DELPHIA .P— T hom as M. 
R eturn, C oates Ville-born new spaper­ 
m an and publicist, died in hi* P h il­ 
adelphia hom e yesterday at the age 
of 53 
For th e last seven year* he h ad 
been publicity director of the P hil- 
Mrs. G eorge P eters 
Alt m em bers adelphia Division, American C ancer 
are urged to be present. Officers Society. 
will be elected. 
--------- 
H A R R ISB U R G «**.—'Tile V eterans 
A /IC Law rence AVierman returned of Foreign W ars will hold its a n - 
todav from a y ear’s stay in K orea j nual state convention in H arrisburg 
j a t the K im po Air Force Base. A next Ju n e 30-July 3. M orton From m , 
g raduate of 
th e 
Biglerville 
High t Lock 
H aven, and Judge advocate 
i School. 
A irm an 
W ierm an 
is 
the of the sta te VFW, was nam ed presi- 
I son of Mr. and Mrs. A lton W ierm an, dent of th e encam pm ent corpora- I 
A rendtsville. After a 30-day furlough tion to han d le arrangem ents for th e ! 
a t the hom e of his parents, he will convention. 
leave for the E llington AFB, Texas. 
--------- 
) A irm an W ierm an, who entered the 
PH ILA DELPHIA upi — A rthur H. J 
j air foace in Ja n u ary . 1951, was em - C lephane, an attorney and form er 
j ployed by Rice. D ew ' and Rice be- general counsel of the W ar P roduc­ 
tion Ritard, took over today as ch a ir- 
fore going overseas. 


Janet lloffnagle was elected pre*- 
i ident of the Willing Workers Class 
I of the Bendersville Lutheran Church 
a t a regular meeting of the group 
Tuesday evening In the social room 
of the church. O thers named were: 
j Vice 
president, 
S arah 
B retzm an; 
secretary, R uth B retzm an: assistant 
secretary. Joyce S anders; treasurer, 
A rdist H ollabaugh; recording secre- 


m an of th e Southeastern P ennsyl­ 
vania C h a p te r of the Am erican Red 
Cross, second largest such u n it in 
the nation. 
C lephane, a resident of V illanova, 
was elected to succeed B enjam in 
Rush J r, who served three term s in 
the post. 


NEU VORK LOGS 


NEW YORK 
i USD A > — W hole­ 
l y , B etty Gulp; assista n t recording 
secretary, Lillian Bwope; reporter, j *aie 
p rices w ere firm today. 
Zeim a 
T aylor; 
flower 
com m ittee R e c e p t* 20,328. 
I ch airm an , Josephine Delp. Mrs. John 
W hites: Top quality ‘47 lbs* 62- 
P i’zer was re-elected teacher for live 
e x lra * 
argo 
<45 
lb.*' 
60-62; 
com ing veal. 
, m edium * 47-2-49’a ; smalL* 42-42',. 
. 
Brown.*: Top quality *47 lbs* 5 8 ',- 
phv.ii* Horlck, outworn* pre d tn t, 
. 
ta ) 


ta C h u k o t 
^ 
m e d iu m , 47-4.: .m a ils 4 2 ^ 3 ',. 
h ^ t esses included E thel Brough a.nd 
_______________ 
I Je an H orrick. 


^ ^ ^ ^ 
F O R 
S I M O N — Pam ela Anson, ll. use* a tooth- 
brach as che five* her pet meace. “ Sim on," a hath in its m iniature 
lab. This la a weekly ritual la Pam ela a Suacex, I n la n d , horn*. 


I HEAP FLASH BULB 


A 2C 
Berkley 
E. 
Naugie. 
AF- 
Y O R K 
new 10’cent 
23997726. is now receiving his mail photographic fla.*h bulb, 
claim ed 
a* 
3585 Pilot T raining W ing, 3585 j to be the 
w orld's sm allest, 
w as 


Nome owners!! 
INSULATE NOW 


Vou'll br am azed a t the reasonable 
coat and easy paym ents, to have your 
home com pletely insulated—rail us today 
—no obligation. 


No 
Money 
Down 


Home Insulation Co. oi Central Pa., Inc. 
A. ti. TAYLOR. Representative 
Phone 935-R-S 
G ettysburg R. I 
John s-M an v ille 
BLOWN” ROCK WOOL HOME INSULATION 


MANHOLE ( OVER BROKEN 
that a m anhole cover was broken on 
Borough police reported to the W M iddle St. Police placed a llgnt 


S 
t u 
d 
e n 
t Sq u ad ro n . Box 29. G ary Air I announced y esterday by the Gen- Municipal Authority thia morning until the rover could be replaced. 
Force Base. San Marcos. Texas, 
ar a1 E lectric Co. 
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Past Presidents Of Rotary 


Are Speakers Tuesday Evening 


The past presidents oi the L ittles-f D ecem ber refreshm ent com m ittee, 
town R otary Club spoke at tile j A h at auction was featured during 
weekly m eeting of the R otarians the social hour. R efreshm ents w ere 
on Tuesday evening at Schottie’s served to the group by M rs. Lloyd 
Hotel. The past presidents related E. Crouse, M rs. L. W illiam Collins 
their m ost interesting experiences and M rs. G eorge I. B em iller. 
while m office and they w ere in- 
Discuss Cookie Mixes 
troduced 
by 
F rank 
J. 
K ro cak ; 
M rs. E lm er LeG ore, near town, 
•^chairman of the club service com-1 w as hostess to the Alloways Home- 
^ n i t t e e , in charge of the program , m ak ers Club for the sem i-m onthly 
The 
past 
presidents 
who 
spoke | m eeting on M onday afternoon. The 
included Dr. H ow ard A. Stonesifer, t topic for discussion was ' ‘Cookie 
Stanley B. Stover, A rthur E. B air, M ixes." P lans w ere m ade that the 
Thom as 
C. 
M cSherry, 
Paul 
E. 
King, Roy D. Knou.se, L uther D. 
Snyder, 
Luther W. 
R itter, 
Rev. 
David 
S. 
K em m erer, 
Llovd 
L. 


next subject and project for dis­ 
cussion 
will 
be 
“ P a tte rn 
A lter­ 
atio n ." 
The 
m em b ers 
will 
then 
bring their sewing m a teria ls along 
Stavely, 
Dr. 
Joseph 
R. 
Riden, to the next m eeting on M onday, 
C harles E 
R itter and Theron W. Nov. 
30 
at 
the 
hom e 
of 
M rs. 
Spangler. E rn est W. D unbar, past J G eorge Sentz, n ear town. O rders 
d istrict governor, rem ark ed briefly, of m aterial 
for 
alum inum tray s 
Paul E. Kaig introduced the fol- w ere taken on M onday afternoon 
lowing visiting R otarians: 
G rover by M rs. C larence Schultz. 
L. 
Lare, 
H am pstead: 
Paul 
E. A tu rk ey party will be held by 
L aw yer 
and 
D aniel 
B. 
Stoner, the 
O cker-Snyder 
P ost 
No. 
321, 
W estm inster. 
A m erican 
Legion 
on 
S aturday 
L adies' Night will be observed night. The books are to be returned 
and a T hanksgiving program pre- t° Zerflng’s H ardw are S torer to any 
sented at the m eeting next Tues- m em b ers of the 
following 
com* 
day. 6:15 p.m ., in the social hall m ittee by 
Saturday: 
Clarence 
J 
of R edeem er’s R eform ed Church. K richten Sr., C larence J. K richten 
D r. 
Henry 
W. 
A. 
H anson, 
im- J r., Ralph R. R uggles Jr., H arry 
m ediate 
past 
presid en t 
of 
th e ’ O. H am er, Clyde H. R ohrbaugh, 
G ettysburg 
College, 
will 
be 
the H erm an G. K aler, G eorge C. De- 
srue.it speaker 
for 
the 
occasion. Hoff 
and 
Joseph 
P. 
Long. 
The 
program 
com m ittee, 
com- 
M c 
and 
M rs. D. 
E lm o Jones 
posed of A. G. 
E aly, chairm an, and 
fam ily 
have 
m oved 
from 
Dr. Joseph R 
Riden. C harles M 
Littlestow n R 
2, H anover Rd , lo 
W eikert, Erne>t W. 
D unbar, Dr. C ham bersburg. 
H ow ard A. Stonesifer and the Rev. f 
Play Or. Thursday 
F rank E. 
Reynolds, is in charge j “T he Torchbearers," from the pen 
of arran g em en ts for the affair. 
I of George Kelly, a comey in three 
F a rm e rs 
Night 
will be 
cele- acts. will be presented by the Han- 
b rated on T uesday, D ecem ber I. over Com m unity Players on Thur.s- 
6 15 p m ., m eet.ng at Schottie’s. da- evening at 8:30 o'clock in the 
when each R o ta n a n la asked to Littlestow n High School auditorium , 
invite a farm er friend to attend ' The presentation is being sponsored 
The 
com m unity 
serv ice 
com- by th e Lions Club for the benefit of 
m ittee. C loy I. C rouse, ch a p m a n , the P T A 's new stage curtain fund, 
will arran g e the program . 
Tickets may be secured at the door 
The annual father and son ban- * T hursday night. 
que*, will 
be held in St. M ary’s M embers of the Lions Club will 
R eform ed C hurch, Silver Run, on hold a dinner m eeting on T hurs- 
F rid ay evening at 7 o’clock in the da- a t 6 30 pm , in the *ocial hall of 
church aoc.al hall. T ickets m ay be s t. John s L utheran C hurch 
Fol- 
secured from any m em ber of the lowing the meal, th e group will go 
following com m ittee, Clinton Win- to the high school auditorium to 
trode, John Hull, John J. D utterei absist with the presentation of the 
and E van D 
K hne, 
plav 
H ustlers’ Cia** M eets 
Shirley 
Myers 
was 
th e 
junior 
Sixteen m em bers and two vis- leader at the m eeting of the Ju n io r 
Hors w ere in attendance at the Fellowship of the C entenary M ethod- 
N o\em ber m eeting of the H ustlers’ 
C hurch on M onday evening at 
Sunday School class of R edeem er’s the church. She was in charge of 
R eform ed C hurc h . 
o n Mon d e v ;h e u p ermg d evo tions Ru*h M vers 
evening in the church so c .a1 hall, read the Scripture and Shelley M iller 
M iss 
Louise 
D u ttera 
w as 
piano offered praver The responsive read- 
accom pam st for the song service, lng a a s led by Mrs. Robert Crist. 
The Sc ripture w as read and p rayer Babe Milier was piano accom panist 
f t Hered by Mr . Lloyd E. Crou>e. for group singing. Jo an Barton and 
"•.w o vocal duet.5?, “ In the M ission sh irle y Mvers presented a report 
of St. A ugustine" 
and 
I 
H ear on the current fund raising project 
A m erica Singing." w ere sung by 0f th e Fellowship Mrs. Harvey’ B. 
Je a n M orehead and E liaabeth Ann Sim ons was in attendance and dts- 
C rouse, accom panied by M a s Dut- cussed prelim inary plans for the 
te ra . A reading w as given by M rs. 
L. W illiam Collins. M rs. Frank E. 
Reynolds read an article entitled 
“ A Thanksgiving to G od." 


Sketches 


Bv Ben Burroughs 


“TAKE ME BAC K ” 


T ake m e to the. arm s I long 
for . . . hold m e to your tender 
b rea st . . . for since we have 
been a p a rt d ear . . . I have 
known only u n rest . . . take 
m e back and kiss m e gently 
. . . with a kiss I yearn to feel 
. . . for the aches w ithin m y 
h e a rt love * . . . 
I 
can now 
hardly conceal . . . tell m e th at 
you’ll be forgiving . . . and let 
all the bygones be . . . let m e 
paint a rosy future . . . m e for 
you and you for m e . . . take 
m e back iaside your h e a rt d ear 
. . . w here I know th a t I belong 
. 
. . 
and 
together 
we 
will 
Journey 
. 
. 
. 
m aking 
life 
a 
loving song . . . take m e back 
and I will show you . . . th at 
I’m yours to have and hold . . . 
w ith a love th a t lives forever 
. . . love that never wnll grow 
old. 


PAGE THREE 


MARKETS 


* Whole**!# quotation* from th* Unite*! 
St atm Department of Agrieultur*. I 
IIJI 
1.50 
.74 
1.00 
1.50 


annual C hristm as program by the 
boys and girls. Gold S tar aw ards 
were presented to the following for 
learning their second prayer: Jam es 
During 
the 
busine-s 
session, Myer*. Richard M yers. Shelley M il­ 
p ita s w ere m ade to serve a ban­ 
quet 
to 
the 
L ittlestow n 
R otary 
Club on T uesday. Nov. 24. R eports 
were 
heard 
from 
M ss 
Louise 
D uller*. 
secretary, 
and 
M n. 
G eoige 
Dc’Hoff, 
tre a su re r. 
Miss 
M alva 
D uttera 
and 
Mrs. 
Paul 
Stonesifer w ere appointed to serve 
as a nom inating com m ittee and 
present a alate of of Hoer* at the 
D ecem ber 
m eeting 
The 
guess 
package w as given by M rs. C lem ­ 
en t 
A. 
Sneer niger 
and 
received 
by Mrs. Theron W 
Spangler. It 
w as 
decided 
to 
exchange 
one 
dollar C hristm as g ilts at the next 
m eeting on M onday. December 21. 
in the social hail. M rs. W aller F. 
Crouse. Mrs 
C arroll 
Dodrer and 
M iss Lilliau D em m ltt com prise the 


FOOD 
SERVICE 


Until 11 P.M. 


H O T E L G E T T Y S B l R C 


ler. Darlene Barnes. Linda Knlpple. 
July Rlmel, Connie Gillespie and 
Albert Miller III. The Interm ediate 
teen-agers gave Bible booklets to 
'h e tiny tots and beginner- 
which 
they had completed during the ac­ 
tivity periods of th e pw*t several 
w eeks M onda’ evening, during the 
activity period, bookm arkers were 
m ade under the supervision of Mrs 
Albert H Miller Jr. and Mrs Robert 
Crist 
Barbe Miller wa,- -elected to be the 
junior leader for the m eeting next 
M onday at 7:15 p m 
Filch mem ber 
L- asked to brine an item of canned 
aoods along to the next m eeting for 
th e re e d v families for Thanksgiving. 
Rn hartKon- Have Guests 
T he Double or N othing Club of 
S t. M a n ’s L utheran C hurch. Silver 
Run. will hold Its November m eeting 
on Friday evening at 8 o'clock a t 
the home of Mr. and Mrs Eugene 
Myers. 
Mr. and Mr,- George F R ichard­ 
son, Newton C enter. M asv, spent 
several days with Mr. and Mrs Ed­ 
ward T Richardson Sr., E M yrtle 
St. 
Mr. and Mrs G. Lewis O rtm an. 
Hope cont, N, J., visited for several 
days at the home of George W. 
Ba.veil oar and fam ily. W, King St. 
They were enroute to their w inter 
hom e in M elbourne Beach. Florida. 


W heat 
C o ra ...... ....... ...................... 
Out* 
___ _ 
I far ley 
.......... ............... 
R> e 
........................................... 
F R U IT 
j 
APPLES* 
Barely «tea*ly. 
Bu. bkt*., If. I 
Is 
(unle*-* 
o th e r* me 
*t*te*l I ; 
M-l.. 
He*i St ay m an*, i 'i - l n . u p , $4.5o. N. J ., bu, 
boxes Golden 
llelieiou*. $ \ - i n . up, 
14.75 
- J. M ich,, bu., carto n s,* Helio km*. 2 - j -in. 
u p 
14 21. 
P a.. 
^Laym an*. 
2~«-fn- 
u p . I 
$4 25; 
2 ‘v i n . up. 
$8,75- 4; 
2 1 -5 -in. 
m in. 
fa ir color. $3—8.21; 
Y ork*. 2 3*-In. m in ,, 
1 
50. 
W .V * ., D elicio u s. 2 12 -in. 
up, 
$4; 
R> ii 
Deiiciou*, ll. S. 
F ancy, 
2 '4 -in . 
Up, 
$5.25, 
l ’j-b u . Is • x es 
an d carto n * 
N. 
Y. 
( ’o riian d * . 
2 *«-in. 
up, 
fa ir 
quai., 
*1.50; > 
W Intomb, 
fa ir 
qua!., 
t 'j - i n . 
u p , 
*2 25; j 
2 
in. u p . $1.50. N . H 
an d M aine M ein- j 
tieE , 
J 1 -in 
up, 
*3.50 
8.75; 
fa ir qual., 


* 2 60- 2.75; Delicioii*. 2 * .-in . up. $4 
4.50. 
fa ir qual., I t 
75. ( a ru m s, 
N . Y., ti. S. 
fa n 1 7 , ce!! pack. 
M clnuw h. 
112«. 
$3.25—> 
3 50; ISO*, $3—8.24; Cortland*. 112*. 
j 
' 25; 
15o«, 
$2.75- 
8 . 
t i . 
H. 
and 
M aine. 
M Into*!*, 
cell 
p a ck , 
V . 
t 
fancy, 
96*. 
*4 
4.25: 
1 1 2 a, $4.25 
4 60; D elicieua tra y 
Hack, 
U, 
S 
fan cy . 72*-125*. 
$5.60— 4.75. . 
Boxes 
W. 
V a., 
Rome*. I ’. S. fancy, Ss* 
and 
lar., $4.75 -5. 
N. 
Y ., 
lh .-b u . 
boxes 
an d carto n * Rome*. IT. S. I* 2 ’ --!n. up, 
J 
-3 25, few h u rh er; 2 '» -iri. up, $2.25. 
L IV E P O U L T R Y 
M arket steady on turkey*, barely steady 
to xx e a t on m ost o th e r classes. Heavy o f­ 
ferin g * of heavy ty p e hen* and m ore th a n 
am ple supplies of fry er* not expected to 
clear. T rad in g slow . 
Ducks 
in excess o f 
liy h t tra d e need*. 
Som e 
pullet*, 
4 ‘v ’h*., 
b ro u g h t 
’.Sc; 
b - ■ 
lh*., 
.3* *3 e. 
T urkey a, ■ 
- u p p l’ea 
litrhtet 
b u t 
ad eq u ate fo r a fa ir 
d em and. W ho (ess Ie se I Ii n e price* p e r pound t 
in B altim ore: 
B R O IL E R S 
OR 
P R Y KRS 
$ 
lbs., and 
ox er, 29— 30c. 
H E N S 
H eave ty p e, 24 
26c.; light type, 
17c. 
P U L L E T S — 46— S i H e. 
T U R K E Y S 
H eavy ty p e hen*, 43c,: tom*. 
85c., few higher. 


B A L T IM O R E 
C A T T L E 
4on. 
N o t 
enough 
any 
cia** 
callo-- sold to d efin itely establish a p rice 
tre n d , 
hex 
odd 
lot* 
g"»*l 
and 
choice 
su e r* 
$ 2 2 to *24. In d iv id u al p rim e 920- 
t*“ 1 Bd 
yearling*. 
$2h.50. 
O ne 
load 
com ­ 
m ercial 
and 
good 
949-pound 
average*. 
*17,66, 
I^ite 
y esterd ay 
bulk 
g<xrd 
an d 
choice *40 to 1,32« p ound steers. >21 to 
l i d *3. l r * 
com m ercial a n d good, $17 tx. 
$2*1.50. 
U tility an d com m ercial, $18,50 t*> 
l l s . 
Pew 
com m ercial an d 
good 
h eifers. 
$ 1 * 
to $2 t». 
U tility 
and com m ereial. $12 
to $14 
C an n er an d c u tte r heifers, $* to 
t i l , 
I t * 
good 
*96-to-967-pound 
feeder 
* nicer*. $ 2 0 , 
C A L V E S 
— 
150. 
Slow , 
about steady. 
C hoice and p rim e, very scarce, bu t p rim e 
considered 
eligible 
to 
a ro u n d 
ISO. 
Pew 1 
g<« d an d choice. 
$ 2 2 to $26; com m ercial 
•iv 'n 
to $16 an d odd cull* dow n to HO 
o r un d er. 
H tH iS 
500. Fairly active. H arrow * and 
Kilt/* an d no*! steady to 25 cents higher. 
C hoice 
!«•* 
to 
240 
pound i/arrow* 
and 
gilt*. 122 to $22.50. Hulk sale*. 122.25 to 
22.6o: 25o to 270 pound-, 121.50 to $22.25; 
270 to 
S<*« 
pound*. 
$21.25 to *22. Over 
a r.!- dow nw ard fro m $21.25; 120 to 
., $19.25 to $20, 140 to 160 pounds, 
to $21; I 60 to ISO pounds. $21.50 
25. Cholo* sows under 400 (KHinds, 
•m $20.75. 400 to 450 |*oun<l*. *19.50 
.75: 
430 to Bito pounds. $17.60 to 
H eavier w eights. $16,75 down. 
S H E E P 
0 . 
Hun nearly doubt*- early 
estim ate. 
Virtually alt 
wooled 
sis ighted 
•• 
»t*a 
a ith yesterday. Mixe*i go.id 
ti; prim e. 
69 to 73 pounds, Bl" to $20. 
t u!' 
and 
u tility . 
5$ to 69 
pounds, 
$12 
to 114. 


0 P 


*10. 
to 
I 
$17. 


f t 


RELAX 


and Be Comfortable in a 


FLANNEL 
BRUNCH COAT 


S3.98 


NOW FIRST LIE IT E N \N T 
Ja y H. H ershey, son of Mr. and 
M rs. 
Donald 
H ershey 
Cashtow n, 
has been prom oted from second 
lieutenant to first lieutenant. He 
Ls stationed at F o rt Tilden, N. Y. 


THI 


352 W. MARKET ST. YORK. PA. 
43*525 


WATCH FOR 
Opening 


THE 
BOYS' SHOP 


SOON 


Young: Yankee POW 
Killed In Barroom 


PH ILA D ELPH IA 
— A young 
A rm y sergeant who survived 33 
m onths in a C om m unist K orean 
prison cam p w as killed by a gun­ 
m an in a barroom h ere yesterday. 
P o lite said Ja m e s H. Collin*. 23. 
died 
in G rad u ate 
H ospital of a 
stom ach wound an hour after hp 
w as shot by a m an who w alked 
into a bar and said : 
“ You’re the one I’m looking for. 
You know w hat I w ant." 
Then, said D et. C apt. C harles 
Brown, the m an fired one shot and 
fled. 
Collins w as cap tu red in Korea 
m D ecem ber, 1950. while serving 
w ith an artillery unit attached to 
the U S. 2nd In fan try Division. He 
w as sent hom e recently after be­ 
ing 
released 
in 
the prisoner 
of 
w ar exchange. 
C apt. Brown said relativ es told 
him 
Collins 
re-enlisted following 
his retu rn hom e and w as due to 
! rep o rt for induction today. 


E L E C T E D — Dr. 
W alter 
Schreiber, above, 69. C hristian 
Dem ocrat, 
w as 
elected 
Lord 
M ayor of W est Berlin by the 
C ity Parliam ent, succeeding the 
late 
Ernest 
Reuter, 
Socialist. 


FINE TELLS G 0 P 


WOMEN OF VITAL 


ROLE IN PARTY 


HARRISBURG 
.^ -D e le g a te s to 
the annual convention of the P en n ­ 
sylvania 
Council 
of 
R epublican 
W omen w ere told at th eir closing 
session by Gov. John S. Fine th a t 
they can play “ a singularly vital 
role" 
in the 
p a rty ’s "m a rc h to 
triu m p h ." 
"It 
is you 
‘Republican 
women 
of P ennsylvania i 
who m ust use 
the 
tools 
of 
our 
sta te 
achieve­ 
m ents. the strength of our p arty 
purposes, to influence the g rea t 
pool 
of 
the 
A m erican 
wom en 
v o te rs," the governor asserted at 
a banquet la st night. 
"C ertain ly 
as n ev er 
before 
In 
A m erican history the fate of the 
nation, com m onw ealth and R epub­ 
lican party is being determ ined to 
no sm all m easure by the d elib erate 
choice 
of 
the 
A m erican 
house­ 
w ife.” 
Gov. 
F.ne 
urg*d 
som e 
1,500 
d elegates attending 
the 
31st 
an ­ 
nual m eeting to redouble th eir ef­ 
forts for the 1954 elections c a m ­ 
paign. 
Control Of Congree* 
“The control of C ongress also 
m ay rest on the decisions of the 
P ennsylvania voter.-- for the c ru ­ 
cial years of 1955*1957," he said. 
"T he very fate of the presidency 
can well depend on the outcom e 
in 
P ennsylvania 
of 
next 
y e a r's 
expre.vs.on of the popular w ill." 
He 
added 
th at 
the 
average 
R epublican 
w om an, 
although 
in­ 
dignant. is not surp rised at the 
H arry D exter W hite case. 
“ The revelations of the past few 
w eeks m erely confirm her strong 
susp.cion." sustained through two 
decades of vacillation on Com m u­ 
nist 
espionage 
and 
subversion," 
he said. 
D iscussion 
of 
the 
W hite 
case 
took up m ost of the convention's 
question and answ er session yes­ 
terd ay . P anel m em bers w ere P enn­ 
sy lv an ia's two R epublican U. S. 
Senators. 
E dw ard 
artin 
andM 
Ja m e s H. D aft; Rep. R ichard M. 
Slm psn tR -P a i, dean of the P enn­ 
sylvania 
Hou.se 
delegation: 
ana 
Rep. 
Sam uel 
K. 
M cConnei 
J r. 
I (R -Pa *. 
( ’ailed "D em agoguery" 
M artin described form er P re si­ 
dent T ru m an 's radio-televusion ex ­ 
planation of the ca»e as “ d em a­ 
goguery.” 
“ He (T ru m an ) d .d n ’t answ er a 
single 
question 
m ade 
by 
‘Atty. 
G e n .» 
H erbert 
Brow nell 
in 
this 
incident,” M artin charged. 
Duff said T ru m an “ d idn’t m ake 
an argum ent of reason. He m ade 
an argum ent of em otion.” 
Sim pson described T ru m a n s el- 
fort 
as 
“ a 
lam e 
ex cu se” 
while 
M cConnell d eclared the R epublican 
p arty "h a s been used as a cloak 
for a C om m unist conspiracy. 
The 
final 
session 
saw 
M iss 
Sophia M. 
R. O H ara, 
K ingston, 
installed as honorary president of 
the council. 
A nother banquet speaker, form er 
U. S. Sen. H arry P. Cam of the 
sta le of W ashington, told the con­ 
vention, "T h ere is nothing wrong 
w ith the national R epublican ad­ 
m in istratio n w hich an aggressive 
| and continuing explanation of our 
c o n d u c t to 
the 
people 
c a n t 
rem ed y ." 


Mrs. W eikert, Who 
Died At 94, Buried 


Funeral services for Mrs. Mary ; 
Elizabeth 
W eikert. 
94. 
Fairfield's 
eldest resident who died Saturday 
m orning after being bedfast 
13’2 J 
| years from the effects of a stroke, 
were held Tuesday afternoon at 2 ! 
o'clock 
at 
the 
Zion 
L u th e ra n 
Church. Fairfield. 


Tile services were conducted by 
the 
Rev. 
Verie 
Schum acher, 
her 
I pastor, and Dr. Norm an S. Wolf. 
G ettysburg, her form er pastor. 
Pallbearers for the interm ent in 
Union 
Cemetery, 
Fairfield, 
were: 
Armor W eikert, Clarence W eikert. 
Mervin W eikert and John E Brown. 


PROTHONOTARY | 


OF TWO COURTS; 


IS APPOINTED 


SAY TESTIMONY 


OF TWO POLICE 


WAS I L L E G A L 


PITTSBU RG H P —Should a w it­ 
ness be allowed to give testim ony 
in a 
P ennsylvania court lf that 
testim ony violates a federal law? 


T hat w as the question put to the 
P ennsylvania Superior Court yes­ 
te rd ay by Atty. Lem uel B Schofield 
of P hiladelphia. 
He claim s his client, Isaac C haitt 
of 
L ancaster 
w as 
convicted 
of 
bookm aking in L an caster County 
after tw o policem en testified they 
tapped a telephone w ire and heard 
C haitt accepting horse race bets. 
Schofield said w ire tapping vio­ 
lates the F ederal C om m unications 
Act. 
He explained 
th a t the 
act 
m akes it a federal crim e to tap 
a telephone w ire or divulge the 
convents at ion. 
And so. Schofield said, the police­ 
m en violated the law’ first of all 


Friend Of White, Communist, 
Kept In Government Employ 


Promoted By Sec. Of Treasury 


PH ILA DELPHIA f.^ — Attorney 
C harles H. M cK ibben of P ittsburgh bv tapping the w ire and secondly 
has been nam ed prothonotary of bv testifying to w hat they heard 
the Suprem e C ourt and Superior 
( ’rlticires Judge 
Court of P ennsylvania, succeeding 
Schofield, criticizing Judge Oliver 
C harles A. W aters in the $15,000- S chaeffer of L an caster County for 
a-vear post. 
j perm itting the evidence to be rn- 
M cKibben s appointm ent w as an- troduced* declared! 
nounced jointly y esterd ay by Chief 
“ A re the courts going to sa v — 
Ju stice H orace S tern of the SU- ‘We don’t care w hether if s a crim e 
pi erne Court and P resid en t Judge or not w e’re going to perm it if0’ 
C hester H. R hodes of the Superior Are the courts going to tell tile 


By JAM ES MARLOW 
WASHINGTON JU — The E isen­ 
how er 
adm inistration, 
using 
the 
H arry 
D exter 
W hite case 
as 
a 
sta rte r, can now c a rry variations 
of it into the 1954 congressional 
election year. 


Atty. Gen. Brownell laid the foun­ 
dation—with his charge the T ru ­ 
m an adm inistration was lax in get­ 
ting rid of C om m unists—for a con­ 
tinuing 
investigation 
into sim lar 
cases. 


The 
1945 
FBI 
rep o rt 
whch 
nam ed W hite as a suspected Rus­ 
sian spy nam ed other governm ent 
em ployes too. M any of them , like 
White, w ere allowed to keep their 
Jobs for m onths or y ears after­ 
w ards. 


The S enate’s subcom m ittee on 
internal security, which yesterday 
heard Brownell and FB I D irector 
J. 
E dgar 
Hoover, asked 
form er 
S ecretary of the T reasu ry John W 
Snyder, friend of form er P resident 
T rum an, to appear today. 


Brownell, in effect, had charged 
T rum an prom oted White to a job 
with 
the 
International 
M onetary 
Fund although knowing he w as a 
spy. 
If 
congressional 
com m ittees, 
headed by R epublicans, w ant to 
pursue this kind of inquiry they 
can call a num ber of form er Tru- 
mt«n 
officials 
to 
explain 
their 
actions. 
The 
Eisenhow er 
adm inistration 
alone knows why at this tim e it 
chose W hite as an exam ple. 
Brownell could have chosen any 
one of a num ber of other cases. 
P erhaps he singled out W hite be­ 
cause he had reached g reater em i­ 
nence in the T rum an ad m in istra­ 
tion than the others. He w as assist­ 
ant se cretary of the T reasury when 
T rum an gave him the Job w ith the 
fund. 
T rum an claim ed in his M onday 
night b roadcast th a t he kept W hite 
on because th ere was not enough 
evidence in the early FBI reports 
to convict him , and to give the FB I 
.®?Ld" ‘° id. 
tim e "to 'c h ec k on him and 


Court 
M cKibben. who h as been .serving 
since 1945 as prothonotarv of both 
courts’ western office at Pittsburgh, 
will be shifted to the P hiladelphia 
office. 
P atrick N. B olsm ger of E bens­ 
burg. P a., w as n am ed to succeed 
M cKibben at the w estern office. 
A v eteran c rie r for both courts, 
his new post c a rrie s w ith it an 
annual salary of 410,000. 
M iss Mae R eese, who w as first 
deputy prothonotary under W aters, 
will serve as acting prothonotary 
until the effective d ate of M rKib- 
ben’s appointm ent—Ja n . I, 1954 
W aters Resigned 
W aters resigned la st Sept. I to 
accept an 
appointm ent by Oov. 
John S. Fine as a Com m on P leas 
Court judge in P hiladelphia 
The Suprem e C ourt, in session 
here, ruled y esterd ay th a t inter­ 
sta te 
tru ck ers 
in 
P ennsylvania 
m ust pay a sh are of the eight- 
m ills gross receip ts tax to help 
defray the cost of building and 


m a i n t a i n i n g 
r n s r i x ________ ______________ 
The high co u rt also rejected an 
appeal on behalf of W illiam P ats- ever intended to prevent a state 


ju ry —‘Now this is 
a crim e 
but 
w e’ll forget about it? ’ ’’ 
He added: 
“ If the p rim ary purpose of the 
co u rt is to do justice, it cannot 
p erm it or condone a crim e to be 
com m itted in its v ery presence." 
Jud g e J. Colvin W right angrily 
interrupted and reprim anded Scho­ 
field for what he described as ac­ 
cusing Judge Schaeffer of com m it­ 
ting a crim e by allowing evidence 
to be introduced 
Schofield replied: 
“ I, frankly, don’t know what else 
you can call it w hen a judge sits 
up th ere and p erm its a crim e to 
be com m itted ” 
Adopt Own Rules 
Schofield 
also 
explained 
that 
"th is court and the courts of every 
sta te are left by the «federal com ­ 
m unications > act and by the feder­ 
al co u rts to adopt its rule* of evi­ 
dence as to w hether such evidence 
should be adm itted as testim ony.’" 
Di.st. Atty. W illiam C. Storb of 
L an caster County argued against 
Schofield and pointed out: 
" n tniTt Hunk this— 


couldn’t m ake it today but would 
answ er later its questions about 
H arold 
G lasser, 
who 
w as 
m en­ 
tioned in the 1945 FBI report, held 
a high T reasu ry job, and w as ,an 
adviser to White. 
G lasser Was Promoted 
G lasser also was kept in govern­ 
m ent service after the FBI report 
and, like White, w as prom oted. 


others. 
Tried To Involve FBI 
Hoover, by his testim ony before 
the com m ittee yesterday, indicated 
such a decision w as strictly T ru ­ 
m an's. He said it was taken not 
with FB I urging or approval but 
actually w ith FB I disapproval. 
T rum an 
already 
has 
accused 
Brownell of raking up the White 


wa* 


Ju st a.> Trum an wrote W hap » ’ case for purely political reasons 
letter of reg ret upon his leaving A continuance of this kind of ex- 
Kovernment service. Snyder w rote I , m in, tlon by the R.^pubttcan-cl0mi- 
y * sim ilar note when he re - 1 nated com m ittees m ight Influence 
sinned 
And form er S ecretary of I nfxt 
con(fr, „ 1(mai e la tio n s 
I),-.in Acheson wrote a note 
j, thr 
D em ocrats In C ongress 
praising his work. 
.share T ru m a n 's view, and som e of 
L ater, when O lasser WM called m ,m have m o o t e d they do. then 
before 
tilts 
sam e 
subcom m ittee J „ „ t vear ahould * a savaRe 
during the T rum an a d m in istra tio n ,1 m W ashington 
he refused 
111 tim es to a n s w e r; 
And afler Brow nell’s attack on 
quest tons, citing the constitutional T rum an the D em ocrats who have 
gu aran tee 
against 
possible 
self- been fairly gentle with P resident 
.ncr.initiation. 
Eisenhow er m ay feel free to give 
Congressional 
com m ittees have j bim the kind of roughing up he 
questioned, or attem pted to ques- m ust 
have 
hoped 
would 
never 
lion, m any of those who figured in happen to him 
FBI investigations of espionage. 
I _ 
__________________ 
But Brownell opened up a road 
— — — 
——— —— — 
for going over the sam e ground I 
C* H 
H 
E 
L D 
T 
again w.th a new tw ist; Why d 
m m m M m im J A 
the T rum an 
adm inistration keep 
these people in governm ent service 
- -a-Ht-f- * e t I rn* F BI re ports on them 


kin, Factoryville. P a , who is un­ 
der sentence of d eath in the slay­ 
ing of his wife in 1950. 
In other decisions the co u rt: 
U pheld the d eath sentence im ­ 
posed on O scar M cG row of E rie, 
P a., in the fatal shooting of his 


officer from tapping a w ire." 
He added th a t “ it s alw ays been 
the law in Pennsylvania th a t Il­ 
legally obtained evidence 
is ad­ 
missible as evidence." 
Storb also com m ented that he 
saw no difference 
betw een wire 


and 
then 
let 
them 
resign 
with 
notes of reg ret or praise? 


OSTEOPATH 
124 Carlisle Street 
G ettysburg, Pa. 
Phone 507-X 


th ree-vear-old stepson. Douglas, on tapping and other m ean s of getting 
M ay 15, 1952 
O rdered 
M cC andless Township. 
A llegheny C ounty, to rein state five 
policem en 
w ith 
full 
tenure 
and 
back pay. The 
court 
ruled 
the 
police officers’ te n u re should have 
continued w ithout interruption d e­ 
spite the fact th e tow nship wras 
shifted from second class to first 


inform ation such as listening at key 
holes or using stool pigeons. 
Do ({OU hove much. 
(ju li d tp aiitieA *? 


SCHOOLROOM MCNAC E 


PITTSBU RG H 
v i w Schoolroom 
brown" u a m enace to children’s 
eyes, says Dr. Jam es F. W ahl, presi­ 
dent of the Am erican Optom etric 
Association. 
‘ Drab 
brown 
floors. 
c ia -9 ratin g by voter referendum furniture and wall p ain t usually ro 
n N ovem ber. 1952. 
with inadequate lighting, and to- 
r 
' 
111 
j aether they breed m any of the vision 
McC arthy Rejects 
; problem s of Am erican youth.” He 
reports inadequate eyesight is twice 
as common in the eighth grade as 
in the first. 
Radio Time Offer 


BOSTON P —Sen. Joseph R. M c­ 
C arthy »R-W’is> h as turned down 
as “ not ad e q u ate" a radio tim e 
offer to reply to fo rm er P resident 
T ru m an 's reference to him . 
M cC arthy asked the "sam e lim e 
and 
facilities" used by T rum an 
M onday night in a talk on the 
H arry D exter W hite case T rum an 
m ade r referen ce to “ M cCarthy- 
Ism " in his radlo-teievision broad­ 
cast. 
T he N ational B roadcasting Co 
said It w ired M cC arthy an offer 
of tu n e. The A m erican B roadcast- 
.ng Co. offered its facilities to M c­ 
C arthy 
from 
ll 
to 
11:30 
p m ., 
EST. next M onday. 
T here 
w as 
no 
com m ent from 
other m ajor radio and TV net- 
w orks. 


MARK EVERY GRAVE 


s o h l J 


GETTYSBURG 
MONUMENTAL WORKS 
North W ashington S treet 
Rear I arm Bureau 
Eat. 1820 
Phone 487-Y 


Good dancing partner* always 
f" 


have fu n . . . ore always 
in demand 


Guarantee a good time at your 
$ 
next pant bv coining to Arthur 
I 
Murray’s now. Y ou’ll not onlv be 
[ 
taught the latex! popular »tep» hut 
w ill have a chance to try out what 
, 
you’ve learned at frequent Student 
Pattie*. At the*« gav affair*, held 
» 
in an attractive ballroom xtudio, 
you gain poixe and confidence from 
j 
dancing with all kind* of people 
. . . have load* of fun betide*! 


^ ou ll enjoy the lexxon* t«n>— you 
learn hi quickie and cavity . . . arc 
allow n nun* churn ut* to popu* 
i 
larity bv our expert teacher*. So 
if you want to have a really got*! 
lime at your next party, be lure 
your dancing iv up-to-date. Gome 
in for your first le**on now ! 
Arthur Murray Studio*. 


"Did you know- that mane den tor* 
and p*\chiatri*t* preterite danc­ 
ing? They've found that dancing 
it a wonderfully effective tonic 
that relieve* nervous tension and 
build* confidence,” cav* Nancy 
Graham, Arthur Murray teacher. 
\ H T I i r i C M r n It A Y 
YORK STUDIO 
15 E. MARKET ST. 
Phone 7628 
ASK FOR MISS DAWN" 


PLUMBING 
HEATING-SPOUTING 
Glenn E. Treed 


F. (lh St. 
Phone 266 Big. 


J A MI S A. A 
DONALD ll. 
KL I N K , BUILDERS 
Ktmodrling 
Rotting 
Repairing 
Aiding 
New Home* 
Cementing 


ll * M ) \ KR. P U 
R. «. 
Phone* 2-*9»i— 2-694$ 


LOWERS 
GAS SERVI CE 


"IT S MBTF.MCO FOR 
5 OI R PROTECTION” 
Rang# Installed ir e * of ( harga 
lf Parrhased Prom I’* 


The** | i i« * * i Mali** to thorn** Promt 


TAPPAN 
MAGIC CHEF 
CALORIC 
ROPKR 
HARDW ICK 


A (aa a 
Automatir Waler Healer* f.ihtoa 
Refrigerator* and 
free**r« 
Hen Hur freezer* 
CHU Washing Marhinea 


P H O M HU.I PKN II I t. IM W 
See the % IH'-O-Mal ie 


PUBLIC AUCTION 
Thursday Night, November 19, at 6:30 
Living room suite: 
piano; 
ty p ew riters Z enith com bination radio; 
consol RGA radio: Columbia range; innerspring m attresses; coil springs: 
beds; clocks; dresser; one old gun; oil heaters; h citro las; drug store 
item s; refrigerators; clothing; jewelry; 
pop-up toasters; cam era; six 
m anicuring sets; sewing m achine; steam er trunk; breakfast sets; oil 
barrels; Prem ier sw eeper-type cleaners; floor and table lights; m aple 
desk: 9x12 linoleum rug: TV table; dishes; pots; pans; tools; lot of item s 
too num erous to m ention. 
DITZLER S AUCTION 
Biglerville. Pa. 


F U R N I T U R E 
H O U K E 


LYFJETIM E 
F 


• Open Iveninfs 


• Free Interior Decoration Service 


• Convenient Terms 


• Ample Parking Space 


• Fine furniture, Carpets, and Draperies 
of lower Wayside Store Prices 


SPECIAL ANNOUNCEMENT! 
CAR DEALERS—GARAGES 
SERVICE STATIONS! 


You and Your Employes 
Are Cordially Invited 
to Attend 
THE FORMAL OPENING 
of Our 
NEW BUILDING 


FRIDAY, NOVEMBER 20, 1953 


From Four To Ten P.M. 


GETTYSBURG f lUTOPARTS C OMPANY 


W holesale D is trib u to rs 


Lincoln Hi w ay West. York Ph. 7519 
YORK ANI) HTH S T R E E T S 
HETT VS HE RE, V 


J AGE FOE ll 
THE GETTYSBURG TIMES, WEDNESDAY, NOVEMBER 18, 1953 


THE GETTYSBURG TIMES 
Dday Neuf-paper) 
18-20 C arlile Street 
Telephone 640 


Pi;; 
'rd h* 
r eg 
» r Intervals 
on etch weekday 


Time; m d News Publishing Co. 
A Pennsylvania Corporation 


p . f i . d m t 
Samuel ti Spangler 
M a n a g e r ......................... Carl A Baum 
E d ito r ................................ Paul L. Roy 


Today’s Talk HITCH-HIKER, 31, 
ADMITS BEATING, 
BURNING MAN 


By GEORGE MATTHEW ADAMS 


Non-partisan tn politics 
t ntered at the Postoffice at Gettys­ 
burg C" second class matter under 
the Act of March 3, 1879. 


St BSCH I P H O N RATES 
One Week <B> C a rr ie r!____ .8 Cents 
One Month tBy Carrier) 
70 Cents 
Throe Months 
*— 
82 CK) 
I x M o n t h s ......................— 
4 00 
One Year 
$7.50 
f-n.gle C; p i e s --------------------- ‘’‘Ive Cents 


V i rrrh*r 
of 
P 
e 
n 
n 
* 
' News pa per 
Tub little PO* A 
ae *•.. n and th e In te rsta te 
Adv erti* ne 
Mm u tte rs’ 
A sao ciatio t. 


A ,Y A *G>nr lated Pre** N ew spaper 
T b - 
A; V 
Pre** i* en titled exclusively 
V? t he u e fo r 
-< ptjV i, att >n of al! the loc*! 
(se* # p n r:e d 
n tbs* tit* . aper *» * e:l a* 
AP 
new* 
dispatches. 


Not son*! 
A d 'c rtu n n g R ep ren en tativ e: Rot- 
tin# IH-Ktmhwll, 
In, 
pi ated. 
843 
L e a rn t 
ton 
Ave 
New 
York Cst? 


Out Of The Past 


I rom the Files of the 


Star a n d Sentinel and 


Th e Q ettysburg Tim es 


I UFS I V I IVE V I XRS AGO 
Sal) Fathers V Kit School: Three 
hundred and fifty fathers of G et­ 
tysburg College students participated 
in the eterne arranged o\er the 
weekend in connection with Father 
and Sons Day a* th* Battlefield 
institution. 
Whine ti e ft at ■ e event was Hie 
foot Pall game between Gettysburg 
co.Iege and W estern M an land iwho 
played to a 19-19 
tie* 
Saturday 
afternoon, the collation at the Eddie 
Plank 
Memorial 
gymnasium Sat­ 
urday evening attracted 425 persons. 
Wit i Dr. Thomas L 
Cline as 
toastmaster, Dr Henry \V. A Han- 
■ v 
• ie p rim .pa! speaker. A D. 
G Whoa spoke as the student rep­ 
resentative; 
Dr 
Milton Valentine 
poke on behalf of the faculty and 
’h e Re^ 
Dr S W 
Herman spoke 
on behalf of tne Dads. 
Sunday morning Doe’or Hanson 
gave a 
forceful 
sermon 
In Brua 
Chapel The Glee club sang an a n ­ 
them In the afternoon the college 
music 
associa’ion 
ga\e 
a 
mixed 


f nuple I* Married: Miss Rosalie 
ane Reese, daughter of Edward 
rse of Iron Spring.- and Lester 
emom McGlaughltn 
son of Mr. 
id 
Mrs 
William 
McGlaughlin. 
ar Fairfield -ere united in alar­ 
g e Friday rim in g at 8 o’clock by 
Walter Kucle: ‘ustice of the peace 


YESTERDAY 
There 
are 
those 
who 
get 
all 
wound up and confused by their 
Y esterday. They take It into their 
Today and are cheated of the op­ 
portunity to 
m ake 
it 
som ething 
m uch m ore significant than their 
Yesterday, 
Our past, even though it be but 
our Yesterday, is som ething that 
is 
gone, 
dead 
and 
buried. 
The 
clean slate, the new resolve, the 
exciting expectancy are w hat m ake 
life so well worth while, so much 
m ore worth the living. 
Why should we harbor injuries, 
resentm ents or bitterness? These 
are things that eat into the soul. 
They have no place in a healthy, 
happy 
man 
or 
woman. 
People 
com ment that it isn’t easy to for­ 
give and forget. But it is. It is 
easy 
at 
the 
very 
m om ent 
that 
you 
decide 
to 
do so. 
It s 
like 
carrying about with one a burden 
of useless waste m atter, and then 
dropping 
it. 
As a sm all boy I took an auto­ 
graph album to one of m y teachers 
and asked her to sign it for me. 
This is what she wrote: “ This day 
will 
never 
dawn 
again.” 
T hat 
happened a 
long tim e 
ago. 
but 
I have carried that sta tem en t in 
my mind ever since. What an op­ 
portunity Today offers! If we were 
to be told that Today was to be 
our last on this earth we wouldn't 
bother much about what happened 
Y esterday. 
From the Sanskrit I quote a few 
lines: 
“ Today 
well lived 
m akes 
every 
Y esterday 
a 
D ream 
of 
Happiness, 
and every Tomorrow 
a Vision of Hope. Look well there­ 
fore 
to this day! 
Such 
is 
the 
Salutation of the D aw n.” Every 
day 
has its 
unique 
im portance. 
It s 
ours 
to distinguish. 
.The late Cyrus Curtis, publisher 
of The Ladies' Home Journal. The 
Saturday Evening Post, and other 
publications, once said: 
‘‘Y ester­ 
day ended last night." m eaning 
that 
all else 
connected 
with 
it 
ended then as well. 


Tomorrow 
Mr. Adams will talk 
on the subject: 
“ Books and the 
Qu.et Life.” 
FrP’K'tM 
lea). 
Matthew 
Ail ama Servtee 


ERIE. Pa. 
V— Dust. Atty. D. J. 
McLaughlin said Tuesday a 31-year 
old hitch hiker has been arrested 
in the death of George Harrington, 
70. of Lakeville, Ohio, whose p a r­ 
tially 
burned 
body 
was 
found 
stuffed in the trunk of his auto. 
M cLaughlin said Keith L. Magee 
of Conneaut. Ohio, signed a s ta te ­ 
m ent adm itting he beat H arrington 
and set fire to him S aturday night 
after a drinking bout in taverns 
along Route 20. 
McLaughlin quoted M agee as sav­ 
ing he did not know' Harrington 
was dead at the tim e he poured 
paint remover on him and ignited it. 
The body of the retired boat en­ 
gineer was found Saturday night 
after firem en were called to ex­ 
tinguish an auto fire. The ca r was 
parked along a country road. An 
unidentified fa n n e r sum m oned fire­ 
men. 
Describes Murder 
M agee was arrested at his home 
on Monday and returned to Erie a ft­ 
er waiving extradition. The district 
attorney said M agee gave this v er­ 
sion of events which preceded H ar­ 
rington’s death: 
The elderly m an picked up Magee 
while driving from Erie to his Ohio 
home. They stopped at sev eral ta v ­ 
erns along the way. An argum ent 
ensued w ;th Magee hitting H arring­ 
ton several tim es. 
Magee 
placed 
the 
unconscious 
H arrington in the back se at of the 
car and drove back to Erie. After 
several m ore drinks he purchased 
the paint rem over and drove the 
auto to the country road spot where 
he moved H arrington to the trunk 
of the car, doused the auto and 
H arrington with paint rem over and 
started the fire. 
M agee told police he then hitch 
hiked a ride back to his hom e in 
Conneaut. 
M cLaughlin 
said 
a 
m u r d e r 
charge will be filed against M agee 
after further questioning. 


Postpone Murder 
I Trial Of J. W. Wable 


G REENSBURG , Pa. 
/F — The 
m u rd er trial of John W.» Wable, 
24-year old accused phantom slay er 
of the Pennsylvania T urnpike, has 
been postponed until F eb ru ary . 
Judge R ichard P. Laird of W est­ 
m oreland County on Monday d e ­ 
layed the trial, slated for Nov. 30. 
after defense attorneys asked for 
more tim e to p rep are their case. 
A grand jury indicted Wable last 
Friday in the fatal shootings of 
two sleeping truck drivers on the 
turnpike in July. They w ere H arry 
F. 
Pitts of Bowling Green, Va., 
and Lester B. W oodward of D un­ 
cannon,. n ear H arrisburg. 


Postpone Suit Against U. A. 
Involving "Little Pentagon" 


FoUmer 
sentenced 
two 
m en 
to charged with sending obscene let,- 
lederal prison and continued until tora through the U. S. mail, Stray- 
January 
the 
case 
or 
C urtis 
E. 
Strayer, Red Lion, York County, 
er w’ill be given a m ental exam ine 
tion. 


NOMINATE I00F 
GRAND MASTER 


PHILADELPHIA A* — Fred R. 
Korman, of Sm ithm ill, Clearfield 
County, on Monday was nom inated 
without opposition for election next 
March 
as 
grand 
m a ste r 
of the 
Grand Lodge of Pennsylvania, In­ 
dependent Order of Odd Fellows. 
The officers will be elected by 


looking youth, rase to his feet, nerv­ 
ously working his mouth, and heard 
his defense counsel, Maj. Gerald 
M. Gentry, R ussellville, Ark , enter 
the plea of innocent to the charge 
of prem editated murder. 
A score of spectators watched 
the opening of the trial in the sm all 
booklined courtroom at the head­ 
q u arte rs of the U. S. 3rd Air Force. 
M artinez’ body w as found Sept. 7 
by an English laborer. 
Colerick was arrested two days 
later at his air base after a m an­ 
hunt by British police and U. S. 
air police. 


past grands of subordinate lodges 
voting in their lodges in March 
and will be installed at the annual 
convention in Pittsburgh next June. 
The nominations were m ade at the 
sem i-annual session of the Grand 
Lodge. 
William L. Neal of Washington, 
Pa., grand m aster, presided at the 
session at which 30 past grands of 
subordinate lodges were admitted 
to the past grand and grand lodge 
degrees. 
Other officers nominated were: 
Deputy 
grand 
m aster, 
the 
Rev. 
George W. 
Wilt, 
pastor of Zion 
Lutheran 
Church. 
York; 
grand 
warden, Samuel Levitt, Philadel­ 
phia; Russell H. Kistler, Shilling­ 
ton; Milton Yost, Shamokin: How­ 
ard 
Schmoyer, 
Bristol; 
Kenneth 
Daugherty, Finleyville; Walter S. 
Gilbert, Philadelphia. 
Grand secretary , John B T hom p­ 
son, Butler, and Je ro m e C. Bloom­ 
er, 
Pittsburgh; 
grand 
trea su rer. 
Louis J. Suess, Philadelphia, and 
Ray A. H im m elberger, M yerstown; 
grand representative to sovereign 
grand lodge, Henry E. Robinson, 
Pittsburgh. 


You will cut your dishw ashing 
work down if you rem e m b er to * 
rinse egg and milk dishes in cold 
w ater, su g ary ones in hot w ater 
and to wipe greasy pans with a 
paper tow'el. 


HARRISBURG 
* — The U. S 
D istrict Court will consider in Jan­ 
uary the claim of a Baltim ore man 
to m ore m oney from the federal 
governm ent for land seized for a 
building 
project 
in the 
Pennsyl- 
vam a-M aryland border. 


Tile case was postponed on M on­ 
day at the opening session of the 
c o u rt’s N ovem ber te rm here. 


U. S. Atty. J. Julius Levy said 
the postponem ent w as m ade on the 
request 
of 
the 
claim ant, 
Alfred 
Holt, whose 280-acre tra c t w as ap­ 
propriated m ore than two years 
ago for a secret federal govern­ 
m ent building project now called 
the Little Pentagon. 


Holt, who received $28,000 for the 
land. is involv d with the federal 
governm ent in a dispute over his 
right 
to see 
the results of test 
borings m ade on tile property. 
“ Let him (Holt) do his own te st­ 
ing,” Levy said. “ Why should the 
governm ent have to pay for his 
benefit?” 


Judge . F rederick 
V. 
Follm er 
som e tim e ago ruled in favor of 
the governm ent in a side issue in j 
the case. He refused to order the 
Defense D ep artm en t at W ashing­ 
ton to lift its veil of secrecy around 
the underground project as Holt 
had requested. 
In other action yesterday, Judge 


Starts TODAY 
For 4 DAYS 
Features: 2:15; 7;OO. 9:16 
ACTUALLY FILMED BY M-6-M ON SAFARI IN AFRICA! 


m m 
STANLEY WARNER. 
M a j e s t ic 


rn* 
• A m i Of THI SIKH I 
^ gable 
'•"'"GARDNER 
BATTU Of TMI SOSH UT S' 


NO TRESPASSING 


ACCUSE AIRMAN 
DF STRANGLING 


RUISLIP. 
England —A 
20-vear 
old 
Pennsylvanian went 
on trial 
before a 
U. S. 
Air Force court 
martial Tuesday on chartae of stran­ 
gling a fellow airm an in a parked 
car on a deserted English country 
road. 


Quick Relief for 
HEADACHE 
NEURALGIA 


Tool STANBACK you/eoli . . . I au­ 
lete or powders . . . ogmnot emy 
preparation you 
over uood- 


(* 
K 


5 - e * * - 
mom 


( ounttan> 
[erie Eden 
Marry >alurdav Night: 
Miller, son of Mr and 
M 
Gilvert 
F Miller, 
of 
York 
PT'su . 
and Miss Irene Gertrude 
Miller, daughter of Mr 
and Mrs, 
William E Miller, of Gardners, were 
married in tile parsonage of the 
Centennial Memorial United Breth­ 
ren 
church. 
Frederick 
Saturday 
alif noon. 
The 
Rev. 
George 
W 


I fica I 4»irI Week Saturday: Miss 
[aria Margaret Matthews, Oettys- 
irg, and 
Bear Recard. Gettya- 
9 were married Saturday evening 
’ 7 o'clock at the parsonage of the 
[^ noc .it Fpi copal church, by th* 


LARGE 
PUBLIC SALE 


T I U RNR SY, NOV. 26. 1953 
at 10:30 A M. 
One mile north of Abbottstown. 
Pa . near Lincoln Highway, in H am il­ 
ton Tap., Adams County, on place 
known as the late Robert E. Moul 
farm, to wit: 
Livestock 
I pair black mules; 28 large Hol­ 
stein T B. and Accredited herd of 
a ueci jug, - ti m uling him and men 
ptlr some registered; 14 milk cows. 


Just Folks 


By EDGAR A 
G I L M 


OFD PU T n t f i r ------- 
We cherish heat throughout the 
years 
The hours of fleeting smiles and 
tears. 
The love that we have known 
and 
lost. 
The joys we've had at little tost. 
The frequent triumphs over 
doubts. 
Ihese all ne keep to talk about. 


W henever 
we are 
moved 
to 
look 
I pon the family's picture book 


We 
find 
ourseIi es 
a 
bridal 
pair, a b an d on in g the body at the road- 3 fj psh by sale dav 
5 COWJ, a r d 
th e 
grownup s o , ,, . 
baby 
there; 
;dp 
n e a r 
thp 
G ren t 
Y a r m o u th . 
J 
' 
{ 
* 
I 
I 
u n . I** . n a 
l h . 
. . . I I I . 
I n n . 


The 
defendant 
G. 
Colerick 
of 
heard a m andat 
i cent entered for 
passible death se 


, 
A IC 
Donald 
Bradford. 
Pa., 
)rv plea of mno- 
him. He faces a 
(lienee. 
Colerick is accused of battering 
A 2C Milton 
O 
Martinez Jr. of 
Alamosa. Colo., over the head with 


M Harrisburg 
Meeting 


Mrs R 
Irs Rail 
der. Mi 


c, al­ 
it mn 


Among 
rrisburg 
ivenutm 
Women 
tel were 
S. Saby, 
»h Wier- 
s. Harry 
Ills An- 
McCon- 
kn Ken- 
t. In the 


Open 
^aturdas 


t he uncles and (he aunts, long 
gone, 
In ancient dress s e smile upon. 


D ie first small home we called 
our own, 
Now weather worn and freble 
grow n, 
Appear* just as it was when we 
Thought none more beautiful 
could be. 
Sud young as once they were. 
we view 
Our neighbors then — the first 
we know. 
C no right. 1061, h> FMgar A Guest 


England, 
rat cf rack 
last 
Septem ­ 
ber. 
Defendant Is Nervous 
Before a court of U. S A.r Force 
officers, 
Colerick, 
a 
husky good 


RUPTURE 


6 
springers; 
6 
open 
heifers aged 4 and ll moi.; I bull 6 
mas. old; I fat bull; 50 Berkshire 
hogs; 3 brood sows, 2 with pigs; I 
male hog; 7 fa! hogs; 39 shoats , 
weighing from 40 to 125 lbs ; Vac. 
H am p Rock chicken.* 
400 yearlings 
and WO pullets now laying. 
Farm Machinery 
1949 
Kamiah 
M 
tractor; 
1949 
Farm all C tractor with cultivator j 
and mounted corn planter; McC D 


CARLISLE 
THEATRE 
CARLISLE. PA. 


Fri., Sat., Nov. 20, 21 


i t l it t l e boy 
LOST" 


with 
Bing Croeby 


Mon.. Tuo*.. Nov. 23. 24 


“Those Redheads From 
Seattle’' 
with 
Rhonda Homing, Gone Barry 


Wed., Thur*., Fri., Sat. 
Nov. 25. 26. 27. 28 


"MOGAMBO" 
with 
Clark Gable, Ava Gardner 


TOWING — 


"THE MARTIN LUTHER 
STORY" 


DON'T 
WORRY 
ABOUT 
Its old-tashioned and unneces­ 
sary to wear a truss these days. 
Tile modem method without op- manure loader for H & H tractors; ! 
aration 
successfully o v e r c o m e s 3-bottom. 12-in. tractor plow on rub- 
hem ia 
in 
rn >.st 
cases. 
N ou ll 
be ber; McC D 32-disc harrow; McC D 
pleaM '.tly : iri.r; rd »hr ii you Irani j . wcUon ltver harroW; ll.I t . 3-,rc- ! 
the facts about 
Rupture and its 
Hon land roller; 7-ft. 25v tractor 


No 
THE ALMANAC 


•her I i - Sun i h n * 4» 
net a 4:41 
Moon MU 3 SO a.hi 
>h«r IO- Sun riiKi 6:49: »rt* 4:42 
Moon aru 6:16 a rn. 
moon m i s t s 
liber 20— Full moon. 
fiber 21—taut quarter. 


st hool at California, Pennsylvania. 
aid in an address at the Novem­ 
ber meet mg of tire Parent-Teacher 
Association held at tire Gettysburg 
high school auditorium Thursday 
evening. 
Mr 
R £ Saby, president of the 
organization, was in the chair. 
H 
• 
6 


Bigler Players to (.ive C omedy : 
Biglerville high school students will 
be seen in their fir.M. stage presell- 
j tation of the school year. In the 
school auditorium, Tuesday, Novem­ 
ber 24 when they offer “And Home 
Came le d ' a mystery comedy. The 
players are directed by Mias Jessica 
Weaver, of Gettysburg 
In the ca-* are Raymond Beamer. 
Caroline 
Cole. 
Mavbelle 
Bucher, 
Chester Tyson, 
Edith 
Deardorff. 
Floyd Se,). Thurston Bucher, Ethel 
Georgy Dick. Jennette Smallwood 
and John Hon?* 


simple modern treatment, without 
surgery, loss of time or hospitalize- mower; hay redder; New Idea side 
tion. Don't let rupture slow you up rake 
on 
rubber; 
New 
Idea 
hay 
at work or play. WRITE NOW for loader; McC D 10-7 disc grain drill; 
this easy to understand 
8-ft. McC D grain binder; Prick 28- 
P P F F a n n * 
n o n * 
P T 0 
47 threshing m achine on rubber; 
■ N E L D U U A i U cp T i b l *4 
Idea tractor spreader on rub- 
V 
* J11 8 
1936 half ton truck; rubber tire 
•ttunn 
medical 
authority ; 
illustrated 
rn 
color*, li t t KUK, no nklrga! mn. I m o n John Deere wagon and flat. AH tne 
MERICAL 4 I.IMI*. SOT Market St.. Na* 


OLD-FASHIONED PIG ROAST 


SUNDAY. NOVEMBER 22. 19S3 


I P.M. lo 8 P.M. 


At the New Oxford Fire Hall 


Sponsored by the New Oxford Fire Police 


THE PUBLIC IS INVITED 


ark 2, S t* Jcrtty. 


)#####################« 
I Dr. D. L. Beetle 


Chiropractor 


Phone Eknnut.sburg I Ti 
EMMITSBURG MD 


% a 


§ 


JOHN I). SETTLE, Mgr. 


* 
r 
’K I N G ’^ 
f 
MEMORIALS \ 


beveil Mar* - Ob*. 943-K 4 


Keefer 
l»> I V 
I* NaOv.ed Head of 


W 
.ere 


rr ... ■ 


He?. N 
L, Horn Heads Pallor*: 
rue Adams county ministerial as­ 
sociation 
was 
reorganzed 
al 
a 
Heeling of 12 Fhotestant churches 
in Adams county at the Presby- 
p ian church. Monday afternoon. 
The Rev, N. L Horn was elected 
pr« idem; the Re/. C 
M 
Anker- 
brand. vice president; the Rev F L. 
S'lr.e secre'ary. and the Rec. Ralph 
W Bake: treasurer. 
San ed on the program com mit­ 
tee were Rev 
e H Jones the Rev 
S J Pit tenge: and the Rev F^rl J 


EVERY KERNEL POPS 
OR YOUR MONEY BACK 


HOW! 


How 
i* ih e I n d i a n I , reel ing — 
ll is also w h a t y our f r ien d s say 
w h e n th e y ask how you frel! 
OI.-VJTl'M Vitamin Capsules 


Bl NHI R S Ct I It XI I 
STOKE 


Parent* 
“The hoi 
together 


sn* 


I rged 
lo 
t u-oprralr 


Rlamr ( aplam of 
>rk, 
Nov. 
14 
JTV- 
?stris sank when 
t 
54>engfrs> anti crew 
*d in lifeboats after 
128 
iaun 
load 


I e*tn«>: New 
rhe 
steamer 
)ly 80 of its 
ad been 
wo boat 


'Mi 
>ple 
Holme.* 
rulty of 
normal 


women 
been hurled int 
them to die a ■ 
leaping fr0rn 
swimming foj 
be dragger*, q. 
•na aula. 


inti children had 
the sea, most of 
d while the rest were 
the ship'* side and 
their lives le-t they 
*n * .th lh* founder- 


H o t p j j i n t 
APPLIANCES 


ELECTRICAL WIRING 
and MAINTENANCE 
KLINEFELTER 
ELECTRIC SERVICE 


above machinery is good as new. 
4-horse wagon and carriage; 2- 
hor.se wagon and box; spring wagon; 
New Idea grass mower, dump rake, ; 
McC D cultnator; Syracuse plow; 
potato 
plow; 
I-horse 
cultivator; j 
shovel plow; Bechtel seed cleaner; i 
wheelbarrow 
seed 
sower; 
circular ! 
saw; 2-hole corn sheller; wheelbar­ 
row; Jamesway barn fan; litter car­ 
rier, motor and hoist; 2 scalding 
troughs; 2 hog feeders, 2 and IO I 
hole; 2 electric fencers; feed box; 
barrels; gruidstone; I weed chopper; 
fence posts; barbed wire by roll; 2 | 
rolls poultry wire; 
3 500-capacify j 
battery 
electric 
brooders; 
2 
300- j 
capacity electric brooders; 2 Buck- j 
eye coal stoves; 6 range shelters; 
thicken 
nests, 
feeders, 
fountains, 
troughs; 40-ft. double extension lad- j 
der; small ladders; bag wagon; hay 
car and pulleys; rope, single and 
double tiers; log and cow chains; 
forks; rakes; bags; tools; Stewart 
electric clipper; dog box; grindstone, 
hay and straw bv the bale 
Dairy Equipment 
Wilson 4-can milk coe/lei; Safe 
Guard 
hot 
water 
heater; 
double 
wash 
tubs; 
McCormick 
Deering 
milkers, 2 units; 200 feet *. pipe anc! 
fittings; 12 IO-ga I. milk cans, buckets 
strainers; milk call, etc 
Ho i»ehold Good* 
Living room, bedroom and dining 
room suites; 2 beds; 2 cribs; chest; 
J cheat of drawers; 2 book ca.***, 
fi plank-bottom chan*; round ex­ 
tension table, drop-leaf table 
dry 
sink; wash stand; 2 kitchen caoi- 
nets. buffet; 3 wood range?, I oil 
burner, Duo Therm 
medium »./,* 
3 coal Heatrolaa; utility cabinet, 2 
rugs 9x12; brooms; 7 butcher kettles, 
butcher bench; 
Jars; crocks, and 
many articles too numerous to men­ 
tion. Sale begins at 10 30 arn, No­ 
vember 26, 1953 
T U L I 
MOI L 
Auctioneers 
C Slaybaugh and 
Gen Ms ar 
Clerks. Herr and Jacobs 


BIL P A R T I 


At th® Engine House. East Middle Street 


FRIDAY, NOV. 20th, 8:00 P.M. 


Turkeys and Other Prizes 


BENEFIT OF 
GETTYSBURG FIRE DEPARTMENT 


BULLDOZING 
Equipment Suitable For 
CLEARING WOODLOTS PROFITABLY 
ORCHARD TREE REMOVAL 
FENCE ROWS 


Operator JOHN NARY 
I . W. HAYS 
Biglerville R. I 


\ 


P h o n e 933 R-22 


W I 


O n I Sn l i l t ! t i f U •• i * » n * 
•] *••<• 
in 6*ttf ikv'i 
S P ECIAL P L A T T ERS 


MONDAY THRU SATURDAYS 


Tuns Fish and Macaroni 
, 
Casserole 
I 
Chicken Giblets on Toast 
, 
Baal Slaw - Fillet of Haddock ' 


S e r v in g F ro m l l A .M . U ntil 8 P.M . 


A ll p e r s o n s are w a r n e d not to tr e s p a s s on the p r e m is e s of 
the u n d e r s ig n e d w ill b e d ea lt w ith u n d er the p ro v isio n of 
ta k in g g a m e in a n y m a n n e r or for fish in g or a n y w a y injur­ 
in g or d e str o y in g property. A ll p e r s o n s v io la tin g the la w s 
of the C o m m o n w e a lth w ith reg a rd lo tr e s p a s s in g on la n d of 
the u n d e r s ig n e d w ill b e d ea lth w ith u n d er the p ro v isio n of 
the A ct of June 24, 1939, P.L 872, S ectio n 854. 


Name and Address 
Township 
Howard Schriver, Gardners. Pa., R. 2 ........................................ Menatlen Tup. 
Paul W. Dellinger. R. 4. Gettysburg. Pa................. .. ......... Stratan Twp. 
Mrs. S. F. Folkenroth. Gettysburg, Pa., R. 2 (3 farms! .. C umberland Twp 
Samuel Dayhoff, Gettysburg. Pa., R. 5 ............................. Mt. Pleasant Twp 
Michel T. Feria. McKnightstown. 
Pa........................................ Franklin Twp 
Ernest V. Sillik, R. 2, Biglerville, 
Pa............................................. Rutter Twp 
Floyd VV. Featherman, R. I. Gettysburg, Pa......................... ( umberland Twp. 
John B. Keith. R. 5. Gettysburg. Pa............. MF Joy and MI. Pleasant Twpa 
C. F. McGuigan, Jr., Gettysburg, Pa., K. I <Knoxlyn| . . . . Highland Twp. 
Clarence Swisher, Gettysburg, Pa., R. 3 ................................ Cumberland Twp. 
Walter M. Schwarti Farms. 
Fittlestown. Pa., R. I and Gettysburg, Pa., R I .......... 
Mt. Joy Twp 
Fester C. Shoemaker. Fittlestown, Pa., R I 12 Farms) 
Germany 
Twp 
Grover T ingling, Gettysburg. Pa., 
R. I ........................... Cumberland Twp 
A. B. Martin, Gettysburg. Pa., R. ♦ ............................................ Straban Tup. 
Twin Bridges Farm. Gettysburg, Pa.. R. 4 ....................... . .. Tyrone Twp 
G. M. Smith. Gettysburg, Pa., R. 2 ................. Cumberland and Roller Twp» 
Roy ( arba ugh. Gettysburg. Pa., R. 3 .................................... 
Highland Tup 
Robert C. Spangler Farm. Gettysburg, Ta., R. 4. Tyrone and Butler Tups 
Thomas S. Halsey. Gettysburg. Pa,, R. 5 .................................. Straban Twp 
William Seibert. Cashtown. Pa...................................... 
Franklin Twp 
Glenn Wusselman, Cashtown. Pa.......................................... 
. .. Franklin Twp 
J. C. Hartman Farms. Gettysburg. Pa . R. I. Mt. Joy A ( umberland Twps 
Dalehrook Farm. Graham C. and Jane D. l/ovejoe, 
Biglerville, Pa., R. 2 .................—..................................... 
Franklin Twp 
Thad I. Keefer, Gardners. Pa.. R, I ................. 
Huntingdon Twp 
R. G. Hall. Biglerville R. I. and Gettysburg R 4, Butler and Mraban Twp* 
N. IF Johnston, Biglerville, Pa., R. I .................................. 
Butler Twp 
Wesley V. Hummer, Biglerville, Pa., R I 
... .......... 
MenaJJen Twp 
D. A. RiJev Farms. Gettysburg, Pa., R. 2, Cumberland and Freedom Tsp* 
S. A. Burton. Gettvsburg. Pa.. R. 2 .................................... Cumberland Twp 
IF A. Funt (4 Farms, Biglerville. Pa.. R. I ........................... Menallen Twp. 
Daniel S. Mirk ley Farm, Cashtown. Pa..................................... Franklin Tup 
Sheely Brothers Farm. Orrtanna, Pa ........................................ Franklin Twp 
>amu**l T. Bessel. Gettysburg. Pa., R. 3 ............................. .. Highland Twp 
Futher Ct. Biers, Gettysburg. Pa,, R. 3 
............................. Highland Twp 
Joseph C. Keller Farms. Gettysburg, Pa., R 4 ....................... Straban Twp. 
Rov C. and Jav Wolf Farms. Gettysburg. Pa.. R. 2 . . . . ( umberland Twp 
Sylvester M. Brown, formerly I,eo Redding Farm, 
' 
Gettvsburg. Pa., R. 2 .................................................. 
C umberland Twp 
lib e l Flenner, Iron Springs. Pa. .. 
Hamiltonhan Twp. 
J. I). Musselman. Gettysburg 
Pa.. R 5 .................................... Straban Twp. 
Cecil E. Gulden, Gettysburg, Pa., R. 
I ...................................... Mt. Joy Twp. 
C. A. Cluck, McKnightstown. Pa. . 
Franklin and Menallen Twps 
Samuel Musselman Farm. Fairfield S ta tio n ................... Hamiitonban Twp 
A. R. Omer, Gettysburg. Pa., R. 3 
.............................................. Butler Twp. 
Frank Slonaker, R, J. Gettysburg, Pa............................................ Butler Twp. 
Brure Derr. Gettysburg. Pa., R I 
................................... 
( umberland Twp. 
Namuel K. Osborne. Gettysburg. Pa., R. 4 ............................... Straban Twp. 
Bob Fogan Training Ground*. Gettysburg. Pa., R. 4 ........... Straban Twp. 
George VV. Fills, Gettvsburg. Pa* R. 3 ................................ Cumberland Twp 
Stull A Willoughby, Gettysburg, Pa* R 4 ................................ Straban Twp. 
Harry Stahl, Aspers, Pa.. R. I .............................................................Tyrone Twp 
Fe rev Madison. Aspers. Pa.. R. I .................................................... Tyrone Twp 
Curvin Greenwalt. New Oxford. Pa., R. I ....................... Near New Chester 
John ll. Bell. Gettysburg. Pe., R. I ................................................ MI. Joy Twp 
Mrs. Ralph Trimmer, Gettysburg, Pa.. R. 2 ................... ( umberland Twp 
John (». I.unix and Mrs. John Fund. Jr* Fairfield R. I Hamiitonban Twp 
Floyd J. Brantner, Gettysburg, Pa., R. 2 ....................... Cumberland Twp 
Charles A. White Farm, Fairfield, Pa., R. 2 ....................... Freedom Twp 
Raymond F.. Deardorff. Biglerville, Pa......................................... Franklin Twp. 
Fillie S.amer. Gettysburg, Pa.. R. 3 ................... .............. Cumberland Twp 
Daniel Delap. Aspers. Pa., R. I ........................................................ Tyrone Twp. 
Harmon K. Nary, Gettysburg. Pa., R. 5 ............................... Straban Twp 
Mrs. J. It. Hand. York Springs, Pa* R. 2. Huntington and Fatimore Tsp* 
Royston B. Griffin. Gettysburg. Pa.. R. 5. Straban and MI. Pleasant Twp*. 
Russell F. Epley, Gettysburg. Pa* R. 5. Straban and MF Pleasant Twps 
George F. S hellm an, Gettysburg, Pa.. R. 4................................... Butler Twp. 
Miss Faura Booth. Gettysburg. Pa.. R. 4 ........................................ Butler Twp 
Richard Cochran, Gettysburg. Pa.. R S 12 Farms! ............... Straban Twp. 
J. E. Rupp, Gettysburg. Pa . R. 3 ........................... 
Cumberland Twp. 
Amos C. Baker Farm, Gettysburg, Pa* R. 2 ............ 
Highland Twp. 
(tail VV. Summer, Gettysburg, 
Pa.. 
R. 
I .............................................. Mt. Joy Twp. 
Carroll Dillon Farms. OrrUnna. Pa., R. I ............................ Franklin Twp. 
Mrs. William ('. Fishburn, Cashtown. Pa................................... Franklin Twp. 
Paul Hare, Gettysburg, Pa.. R. 3 ............................................ 
Butler Twp. 
Gettysburg Country Club, Gettysburg. I*a . R 3 ........... Cumberland Twp 
Mrs. C. T. Vance, Orrtanna. Pa., R. I ................................ Franklin Twp. 
Fdgar A. McDonnell. Gettysburg. Pa.. R 2 ............................... Freedom Twp 
George Allen. Gettysburg. Pa.. R. I ...................................... 
Freedom Twp. 
The Eisenhower Farm. Gettysburg, Pa* R. 2 .................Cumberland Twp. 
Ralph Simpson. 2 Farms. Gettysburg. Pa., R. S ....................... Straban Twp 
Guy Gordon Farms, Fairfield. Pa.. R. 2 ................................. 
Freedom Twp 
Feroy Fe Van. Gettysburg, Pa* R. I ................................... Cumberland l a p 
Mrs. Elizabeth Sponseller, Gettysburg, Pa., R S .........................Mt 
Joy Twp. 
Robert Fend, Orrtanna. Pa* R. I ............................................ Franklin T s p 
George E. Sanders. Iron Springs. Pa., R. I ....................... Hamiitonban T sp 
I. C*. Riggeal, 3 Farms. Seven Stars, Pa 
Franklin and Fiberty Twps. 
M. CF Floorer. Guernsey, Pa.................................................................... Butler Tap. 
Baul N. Miller. Wolf Hill. Gettysburg, Pa* R. S ..................MF Pleasant Tap. 
Fong view Plantation, Gettysburg, Pa.. R. 3 ..........................Cumberland Tap. 
Roy Andrew «2 Farms), Gettysburg, Pa* 
R. I ................. ( umberland Twp. 
Paul M. Settle (Farms!, Gettysburg, Pa* R. 3 
Franklin and Cumberland Taps 
Done Kint, Gettysburg. Pa., R. 2 
IV*!!!*"!! I * P 
Rov Walker, Gettysburg. Pa* R. 2 .........................................j . ■ Highland Tap 
A. F. Hutchison, Oscar Deardorff Farm. Gettysburg R. 5. Straban Twp. 
F. E. Wolf. Gettysburg. Pa* R. 4 .................................................... Straban Tap. 
II 
VV. Baker. Gettvsburg. Pa* R 2 ........................................ Freedom Tap 
Herbert ll. and Mary I). Wilson. Gettysburg. Pa., R. 5. Mt. Pleasant Tap 
Redding Brothers. Gettysburg. Pa* R. 5 .................................... Straban Tap 
Clarence Keller Farms, Gettvsburg. Pa., R. 4 ....................... Straban Tap. 
Ilarrv and Marv E. Hemler, Gettysburg, Pa.. R. I 
Cumberland Tap. 
Charles F. C lapsadl. MF Hope. Fairfield. Pa.. R. I . . . . Hamiitonban Twp. 
Arthur VV. Dykman. Gettysburg, Pa* R. I 
...................• • • 
G. S. Wetland, Gettysburg. Pa, R 
4 ................. 
Cumberland Tap 
Paul Musselman, Cashtown. Pa...................................................... |r a « J Mn Tap. 
Jessie ( ’. Landis. Cashtown. Pa...................................................... Franklin l a p 
Grover Koontz. Gettysburg. Pa* R. 4 .............. -•••••• 
II^t1r* 
J * p 
Arthur T. and Howard A. Knouse, Gettysburg, Pa* R. 2 .. Highland l a p . 
Stuart C rouse. Fittlestown, Pa.. R. I ........ 
Jov Tap. 
Harry R. Miller. Gettysburg, Pa* R. 3 ........................................ Butler Twp. 
E. IF Sachs. Biglerville. Pa* R. 2 .................................................... Butler Tap 
Roy D. Guise, Aspers, Pa* R. J. 2 Farms .................................• ■ Butler Tap 
Agues C. Rosa irk. Gettysburg. Pa* R 2 ............................... Freedom Tap. 
D B. Parish. Gettysburg, Pa* R. 4 ................................................ Straban l a p . 
Harry VV. Heck, Gettysburg. Pa* R. I .................................. 
MI. Joy Tap. 
Charles VV. Sprigg. Gettysburg, Pa* R- I ....................... Cumberland Tap 
Mrs. James Martin. Aspers. Pa* R. I ......................................... %1Tyr° nr J " p 
ll VI Travis. Biglerville. Pa* R. I ............................................ Menallen Tap 
Donald F. Rouzer. Biglerville, Pa* 
R- 
I ............. • Butler Tap 
Wilmer Brandcnberg. Aspers, Pa................................................ Mena en la p 
Harrv Garretson, Aspers, Pa............................................................ Menallen Tap 
Earl Lady Farm. Guernsey. Pa........................................................ 
Butler la p 
Cieorgc Shank Farm. Guernsey, Ta................................................... . Butler Tap 
Daniel TV. Mohr. OrrUnna. Ta........................................................ »r»nk n Tap. 
I F. Spence. Orrtanna. Pa............................................................ Franklin Tap 
Mrs Gladys lUrtlaub. Gettysburg. Pa* R. 5 ........................... Straban Tup. 
C i 
Haw baker, Gettysburg, Pa* R. I 
........................ ( umberland Tap. 
C harles Miller, Gettysburg. Pa., R. 2 ................ 
High'and Twp. 
Grace Hummer, Gettysburg. Pa* R. 3 ........................................ Franklin Tap. 
David E. Flvnn, Gettysburg. Pa* R. 5 ..................................... 
Straban Tap. 
Wilbur Way bright, Gettysburg. Pa* R. I ............»..................... MF Joy Tap. 
Richard E. Smith, Gettysburg. Pa* R. 5 ................................... S t - ’van T « p. 
Mrs lf D. C rouse, Gettysburg. Pa* R. F 
Cumberland. MF Joy ai.d MF Pica ant 'tap,. 
Fee Brock. Gettysburg. Pa* R. 3 
Butler Tap. 
Mm Thomas A. Rymer. Fairfield. Ta* R. I ................... Hamiltnnhan Tap, 
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Ritchie Cagers 
Meet Bullets 
Here Tonight 


Officials and ticket sellers are 
contributing 
their services 
free 
of 
charge 
for 
th e 
G ettysburg 
CoUege-Cam p 
R itchie 
exhibi­ 
tion basketball gam e to n ig h t at 
8 o ’clock on the college floor 
T he gam e is being sponsored 
by 
the G ettysburg 
Lions Club 
and all proceeds mill go to the 
C h arity F und of th e o rg an iza ­ 
tion. 
Officials for the gam e will be 
R o bert K n c k and Eugene H a rt­ 
m an. P ied Troxell mill head a 
group of h a lf a dozen m en a h o 
mill sell and take tickets 
C am p R itchie is reported to 
have a fairly strong outfit which 
should 
provide good opposition 
for th e Bullets in th eir fu st test. 


BLAME SINGLE 
PLATOON PLAN 
FOR INJURIES 


EXPECT 40,000 
AT PENN STATE, 
P IR GRID GAME 


P IT T S B U R G H Of—U n iv ersity of 
P itts b u rg h 
officials 
said 
today 
brisk d e m a n d for tick ets ind icates 
a crow d of a* least 40.000 p rob ably 
will 
be 
on 
h and 
h ere 
S a tu rd a y 
for 
P itt's 
an n u al 
football 
g a m e 
with P en n S tate. 


And, the officials added, if the 
w e a th e r con tin ues d ry and w a rm , 
the a tte n d a n c e m a y a p p ro a c h la st 
y e a r ’s cro w d of 53 776. 


Pitt 
Is 
a 
six-point favo rite to 
d efeat the N ittan y Lions, a d ev elo p ­ 
m en t 
w hich 
p ro m p te d 
P a n th e r 
C oach 
Lowell 
(Red* 
D am son 
to 
e x c la im : 


“ Oh, no 
Well, ITI be d arn e d 
Tho** guys (o d d s m a k e rs i m u s t be 
r r a z e , 
I g u e ss th a t m e a n s w e l l 
lo*e " 


Las* y e a r P e n n Sta*e mon 17-0 
W est V irginia, the only c o m m o n 
foe, 
edged 
th e 
Lions 
20-19 
and 
de feated P itt 17-7 th is season. 
F o u rte e n p la y e r s mill end th eir 
college c a r e e r s in th e ad n u al m e e t­ 
ing of the tw o s ta te u niversities. 
I hose fro m P m a re end s Bill ( 
T h e an n u al banquet for m em bers 
A d am s, O ak m o n t: 
Dick D e rric k , 0j tb e Conference of th e Roses will 
D anville; Jo e Z om bek, C a rn e g ie , 
br held T uesday evening November 
fullbacks J o e Capp. N ew ton F alls. 
24. a t 6:30 o'clock a t the Spanish 
Ohio; Bobbv E p ps, S w issv ale 
and Tavern. Q uarryville 
h alfback 
R a y 
F erg u so n , 
J e r s e y 
T h e c h am pionship trn p lr 
will br 
Shore. 
presented to Colum bia High S c h o o l,! 
S eeing th e ir last action for P e n n 
1953 cham pions 
s ta te 
will 
be 
q u a rte rb a c k 
T o n y ' 
je,Ve schools nnw have two lees t 
Race 
,c *ee!’on; end Don M alinsk, on th e traveling trophy, th ree c h a m - I 
S teelton 
guard * Pet** S choderbek 
p kinship* being required for p erm s- j? 
a 
ni.vVr« 
D u q u esn e; Paul S h attu ck . W a rre n ; n e n t 
p o n t o n 
E izab e th o w n . 
football g a m e . p ie .e r a 
h a ,[b a rn s K eith 
i r k i n g , W a rren 
E p h rata and P alm yra each have von 
D on Eyer. 
C h a m b e rsb u rg ; 
V, ayne la o yRara while Colum bia and Red 
Wolf*ell, 
W ilk es-B arre, and Dick u on ha v e e a rh mon one title 
Jo n es, B ellevue. 
| 
____ _ 
FINAL STANDING 
CONFERENCE OF TMF RO M * 
W I* T 
Ave 
Columbia 


Bubblers Play Last 
Grid Game Thursday 


Boiling S prings High School mill 
bring 
its 
10-game football season 
to a conclusion T h u rsd ay evening at 
! 8 o'clock when S u sq u eh an n a T o w n - 
j&hip, th e team which sn a p p e d 
the 
i B ubblers’ 27-gam e rn in streak 
last 


C H A R L O T T E S V IL L E . 
Va 
W — y ear’ wil! ** m et on Uie B ubblers 
T he r e tu r n 
of the one-platoon 
ays- S ad iro n . 
tem w a s b la m ed by a U n iv ersity ! 
S u sq u e h a n n a 
has 
22 
letterm en 
of 
V irginia 
doctor to d a y 
for 
an from la*t >ear s 
an d * l11 
“ a lp r m m g " 30 per c en t in c re a se a heavy favorite to dow n th e Bub- 


CONFERENCE OF 
ROSES TO MEET 
NOVEMBER 24 


in in ju ries to p lay ers on V irg in ia's 
football sq u ad . 


Dr. C h a rle s J . F r a n k e d a 
[ac- 
j ultv 
m e m b e r 
at th e u n iv e rs ity ’s 
M ed ic al School and e x a m in e r for 
the A m e ric a n Board of O rtho pedic 
S u rg e ry , 
said 
th ere 
h a s 
been 
a 
[ s im ila r 
upsw ing 
in 
in ju ries 
at 
oth er colleges he h a s ch eck e d 


F u r th e rm o r e , 
he 
said, 
the 
in ­ 
ju rie s h a v e been m o re s e v e r th an 
in 
th e 
davs of unlim ited 
substi- 
st ut ions. 
Not As Rugged 
“ C ollege athletes, w ith few ex ­ 
ception s. a re not as ru g g e d as a 
g e n e ra tio n a g o ." Dr 
F ra n k e l. V ir­ 
ginia 
te a m 
p hysician, 
d ecla red . 
He said injuries this y e a r h ave 
j been 
m o re 
freq uen t 
and 
m o re 
se rio u s not only in a c tu a l g a m e 
c o m p etitio n 
but in 
p ra c tic e 
s e s­ 
sions a s well. The p ra c tic e in ju ries 
a re a ttrib u ta b le to the effo rts of 
c o a c h e s to condition th e ir p lay e rs 
to actio n on both offense a nd d e ­ 
fense, 
D r. F ra n k e l said. 
K n e e in ju ries of the serio u s kind 
h a v e so a re d ainee th e one-platoon 
s y s te m 
w as 
brought 
b ack . 
D r 
F r a n k e l said. alone w ith o th e r In­ 
ju rie s 
"w h ich occur 
as 
a 
result 
of 
fatig u e 
Vfanv 
tim e s , 
tow ard 


biers. T h e In d ian s have a 6-3 record 
including 
a 
22-0 
win 
over 
New 
C um berland, a team w hich d efeated 
Bolling Springs 21-12. 


“ B u d ” E c k e rs B ubblers have s u r­ 
prised m ost of their supporter* by 
posting a 5-4 record to date. T h ere 
is only one letterm a n on this year's 
squad w inch is com prised m ostly of 
un der-classm en. 


NAME REDDING 
AS CAPTAIN OF 
DELONE IN '54 


M artin R edding, son of Mr 
and 
Mrs. M artin A 
Redding, S W ash ­ 
ington St., a junior a t Delone C a th o ­ 
lic High School, this m orning was 
elected 
as c ap ta in of the Delone 
football team for n ext season. 


R edding has been a varsity back I 1962- 
with a tte n d a n c e show ing a 
for the Squires during the past tw’o 
4 59 
Pr r 
CPnt 
* a >n. 
and 
»pvr>u 
seasons 
and 
an 
o utstand in g 
per- j 
^ s t a tes hitting a high 14 29 
1 p er c en t above last y e a r ’s record. 


Horse Race Crowds 
And Betting Jump 


N E W 
YORK 
i.F—T h o rou ghb red 
h o rs e racing, w hich bro k e all re c ­ 
o rd s for a tten d an ce an d p a rim u ­ 
tuel w ag e rin g last y e a r, h a s again 
s h a tte re d all m a r k s w ith betting 
p a ss in g two billion d o lla rs for the 
first tim e in this co u n try . 


In co m p lete and unofficial figures 
fro m the nation s 25 s ta te s w here 
p a rim u tu e l betting is leg al show 
th a t 
w agering 
at 
the 
running 
tr a c k s is up 7 21 p e r c e n t over 


GRANT LETTERS 


a re 
so 
fatigued th ey 
r a n t tak e 
c a re of th e m se lv e s." 
D r. F r a n k s is co n sid ered an a u ­ 
th o rity 
on 
athletic 
in ju rie s 
and 
their tr e a tm e n t and h a s been the 
a u th o r of m a n y paper* on th e s u b ­ 
ject for profesNional jo u rn a ls. 


FALONEY GOT 
REVENGE AND 
HONOR BY AP 


form er in all of his games. 


Coach J o h n n y M acM ahon, Delone 
coach, ann ounced the following have 
been nam ed as letter w inners for the 
past .season: 


D on Chri*mer. 
C harles 
Hemler. 
W ilbur Noel. G lenn Zeigler. Bill Kale, 
. 
_ . 
, 
Jo h n O B rien . Pius Small. D onald 
f»lo»-v. Maryland clar- 
QRrj.fn 
Jlm Br, dv 
^ 


l.rh a rk 
and rn -c a p U m . h a , b w n pY arid, Gift.. D onald 
M rK rndrloh. | S p rin g , and Biglerville lorala of t h , , p reach ed 


MILK LOCALS 
MEET MONDAY 


NE CONFERENCE 
TO BE DISCUSSED 
IN CINCINNATI 


P H IL A D E L P H IA 
P — Villanova 
College A thletic D irecto r A m brose 
(Bud* 
D ud ley’s 
latest 
idea 
to 
pum p new life into .sagging college 
football g ate receipts— a n o rth e a st 
co n fe re n c e —re ach es 
its 
first 
big 
hurdle Dec. 5 in .Cincinnati. 
D udley 
announced 
y e ste rd a y 
th a t 
a 
n u m b e r 
of 
u n a tta c h e d 
schools will d i s c u s the idea then, 
during the annual c o a c h e s’ g a th ­ 
ering 
He sa .d Boston College. Boston 
U n iv e rsity , 
F o rd h a m 
and 
Holy 
C rass 
hav e 
ex p ressed stro ng 
in­ 
t e r e s t in joining. And he said Syra- 
i cuse, C olgate. 
P enn S tate. Dela- 
i w are. 
T em ple. 
Lehigh, 
L afay ette 
T h e annual meeting of the York I and B ucknell a b o h ave been ap­ 


ioid* of 
\ \ r 
e 
Ile* eave 
i n 
r: : nK 
Ju d e S m sth * t a n G reen- In te rsta te Milk Producers C oopera - 1 
D udlev said a co nference is "th e 
' 
! 
. 
7* 
, . 
„ holt> 
Andy Brady. Tom F 
Sm ith, tive mill be held 
M onda\ 
evening oniv salv atio n for the financial suc- 
e sceptic na! 
exhibit ion 
of his 
att- B u rn , „ Bevenour. R obert Mr Master, at 7 15 o clock at 
the New Oxford e e ls ‘ 
S 
here 
The inde- 


N o T te a m * X 
^ 
flre hal1- M 
T 
^ d c n t | p e n d e n t T i e 
, 0 mg 
to 
have t 
NOV 
ii 
i u ninth .tra irh L 
haVf * lS° ***" *WArd,,fj 
of 
j band 
tog eth er. 
The 
sponsor* 
of 
MMippi, >ov. if. im n in m stra ig h t i)gn 
B rady and O ene G roft, stu d en t A. 
Stoner, president of th e York m a jo r 
bowls 
a re 
tying 
up with 


T w enty m em bers of the 1953 foot- M anheim Towashi] 
bai! 
squad 
at 
G ettysbu rg 
High M anhem i C entral 
School, including l l 
seniors, were y t i l z 
aw arded varsity Letters today during E p h ra ta 
th e ac hoc I assem bly program 
Solanco 
Coach H oward S h oem aker aw ard - 
_________ 
ed letters to the following: Senior*. 
C o -C ap tam s Bobby R oh rbaugh a nd 
S tan to n 
Musher. 
F ete 
B augh m an. 
Joe Buahey, Roger Crouse, R obert 
Dillman. T erry Culp, Jo h n 
H e m . 
F-arl K u y k rn d ah l. G eorge P en n, Jay 
S ch m itt; 
Juniors, 
Ted * Crouse. 
C harles Livingston. Dave T hom as. 
Carl W esterdahl, B onnie W illiams; 
Sophom ores 
R obert 
B on du ran t. 
Merle G o rm a n and 
Fred 
F orney; 
Fi e.slim an. Jo e Dearing 
Jo h n n y H artley, stu d en t m anager. 
wa* also aw arded a letter, 
A feature of the program wa* th e 
Allowing of a football film. 
H igh­ 
light* of 1952 ” 
G ifts from the sq u ad w ere p r e ­ 
en*.ted to C o ach es S h o e m a k e r and 
J a c k C erv in o by C o-C aptains M us­ 
sel- and R o h rb a u g h . 
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STATE SCORERS 


P H IL A D E L P H IA 
F 
— Cettys* 
b urg * Jo e Ujobai, w ith still one i V a u g h t 
( m g a m e 
to 
play, 
ha* 
v irtu ally pl#v 


C O L L E G E P A R K . Md. V — E m ­ 
b a r r a s s m e n t 
m a d e 
q u a r te r b a c k 
B ernie F alo n e y of M a r y la n d ’s un ­ 
d efe ated 
football te a m the 
Asso­ 
ciated P r e s s B ack of the W eek 


C o n g ra tu la te d for his all-out ef­ 
fort 
in 
M a r y la n d * 38-0 co nq uest 
of M ississip pi 
last S a tu rd a y , 
the 
21-vear-old senior fro m E a s t C a r­ 
negie. 
P a ., replied : 
' Well, they e m b * rr* * e d m e la st 
y e a r and they w e re n ’t going to do 
it a g a in ." 
M ississippi e m b a r r a s s e d h im by 
co m p letin g tw o touchdow n p a ss e s 
over h im in its 21-14 u pset in 1952. 
T h a t w as hitting 
F alo n ey 
in his 
big gest pride, d efense, But h e had 
an ex cu se. He w as w earin g a face 
g u a rd for a broken nose and it cu t 
down his la te ra l vision. 


He re ally put out in re v e n g e He 
in te rc e p te d tw o passes, ra n for two 
touchdow ns, 
re c o v e re d a 
fu m b le, 
b rillian tly 
h and led 
the 
ball 
and 
picked the M ississippi d e fen se s to 
j pieces. His first in terc ep tio n w as 
in th e end zone w ith the sc o re - 
O etty s- J board 
blank 
and 
C o ach 
Jo h n n y 
of 
M.ss*»sippi c a lle d the 
I play tne tu rn in g point of the g a m e . 


m anagers 


Iowa Knd Named 
Lineman Of Week 
Brownell 


j S prings local, ann ounced jointly 
to- J conferen ce 
te a m s only. We m u st 
cla^- 
build 
n a tu ra l 
rivalries 
to 
gener- 
A> part of the m eeting a turkey 
afe 
interest 
am ong 
the 
foot bail 
d in n e r will be served to th e mem bers I fan s." 
of th e locals and th eir wives by the 
___________________ 
New Oxford Fire D e p a rtm e n t Auxil- 
NEW Y O R K 
F- 
A 
lad Whose 
(C ontinued from P agf I) 
lary. 
football c a r c e r w as believed ended official duties 
and show ed 
great I 
W F Barkdoll. M ont Alto, riirec- 
bv illness la st s p r in g - B il l F en to n , 
d is re sp e c t to the S e n a te " in no* 
tor for District 25 of th e In terstate 
Iowa end — w as n a m e d 
the A.ssoci- p e rm ittin g it to know of the FBT group, will present th e an n u al fl­ 
ared Pre.ss L inem an of the W eek 
repo rt about W hite before it eon- n a n n a l report. A report will alao he 
today 
firm ed the la tte r'a ap po intm en t, 
j presented bv B C D unning. C h an t­ 
ing a 
su rp ris e d M innesota 
27-0 
Varied R e s rtio m 
bersburg. fleldman 
for th e district, 
i 
T A M PA . 
Fla 
js —New 
York 
and 
F e n to n * 
feat.* 
in 
sm e a rin g 
K now land said th at as a w itn e ss.! 
5peerh %nd F n te rta in m e n t 
police 
w ere 
on 
their 
w ay 
here 
M in n eso ta's 
fam ed 
P aul 
G iel B row nell w as “ factu al and devas- I 
O. H 
Hoffman J r . Philadelphia, ,f>da' 
to pick up 
a m a n 
w anted 
earned hint th e nod in 
the w eekly ta tm g in show ing th e c a re le ssn e ss * general m anager for In te rstate, wnll for questioning in 
th e kidn ap -as- 
voting by sp o rtsw rite r* and 
broad- w ith w hich the T r u m a n adm tnis- be th e principal speaker at the din- 
sault of a 13-year-old girl last P ri- 
c a ste r s. 
tr ttio n p ro ceed ed in dealing with 
oar aes* ion. Joh n L K ratz ert, agri- 
dav. 
___________________se c u rity p ro b le m s " 
cu ltu ral education teac h er at New 
The 
m a n 
identified 
him self 
as 
Sen 
Olin Jo h n sto n 
*D-SC*, 
an O xford, will be to a stm a ste r at the 
Anthony 
J a m e s 
Palazzo!*. 
26. 


KIDNAPER IS 
FOUND IN TAMPA 


BUCCERONI AND ^ 
BESHORE CLASH 


intern al 
secu rity 
su b c o m m itte e i dinner 
(When he w alked into police head- 
High q u a rte r: 
h e re 
and 
s u rre n d e re d 


S p o rts In Brief 
Won Mountain Range 


R> T H E ASICX H T L D P R E S S 
FO OTBALL 
ORLA ND O. Fla — Arkaiv»as S tate We 


clin ch ed the 1953 P e n n sy lv a n ia col­ 
lege football sco rin g ch a m p io n sh ip 
The 
w eekly 
A sso ciated 
Presj 
s u r v e y chowed the b a tte rin g 
Bullet \ \ j| 
F o o t b a l l 
R C t 
back 
w ith 
a 
20-poml 
le ad 
over 
ru n n e r 
up 
F red 
P re n d e r . 
whose SANTA F E 
N 
M.. ,P—G ov 
Ed 


m e m b e r, said he didn t think any- 
CTiarle*. 
Yost. 
BiglervHle 
thing new had been brou gh t out School 
principal, 
will 
presen t his j late y e ste rd a y . 
by the d a y 's testim o n y . 
im personations 
of 
H a rry 
Lauder. 
He 
c a rr ie d 
a 
n ew sp ap er 
with 
Rep. M oulder (D-Mo>, a m em - fam ed Scottish com edian 
a sto ry of the crim e and a pictu re 
.h e r of the House U n -A m erican Ac- 
Business at the m eeting will in- of him self 
LOS A N G E L E S 
P — P h iladel- t i t t i e s C o m m ittee , 
a sse rte d th at elude 
election of officers 
for the 
"T h is is m y p ic tu re ." the stocky, 
ph .a s D an B u ccerom faces aging B row nell before th e S en ate com - tw o locals and selection of delegates I c u rly-haired m an told detectives 
F re d d .e 
Bewhore of 
Los 
A ngeles m u te e 
" w a s 
p e rm itte d 
to m a k e to th e an nu al m eeting of Interstate ! "T h ey a re looking for m e in New­ 
ton. ght in a 10-round h ea v y w eig h t Rnoth e r 
political 
sp eech 
without to be held at P h iladelp hia Decem- York " 
fight 
in 
O lym pic 
A uditorium . 
being su b jected to croas-exam in a- ber IO and ll. Also scheduled is 
D etectiv e Sgt 
Ned B row n said 
The m a tc h w ill be televised na- n o n ,” 
nom ination for director for D istrict j he w as satisfied from c om parison 
tionally by CBS at IO p 
rn.. EST. 
I nu*ual For Hoover 
25 of which both the York Springs of 
the 
p ictu re 
and 
from 
a 
de- 


M ech em 
feels 
this 
s t a t e ’s 
w a te r 
p ro b le m s a re well on the w ay to 
solution now th a t he h as won the 


C h e ste r te am h a s co m p leted 
and E a s t T e x a s S ta te w ere n am e d j its -eason. Ujoba. s c o re d 14 pointe 
to p lay in th e T a n g e rin e Bowl on in G e tty s b u rg s victory ov er Buck- 
New 
Y e a r’s night. 
nell 
last 
S atu rd ay , 
boosting 
his j T eton M o u m a.n s of W yom ing 
T E N N IS 
total to 91 points. 
I 
“ if 
we 
c a n develop 
a 
cheap 
LONDON 
Don 
Budge 
of 
the Only 
J im 
L av ery 
of Scranton. ‘so u rc e of 
power, I'd like to start 
U nited 
S tates 
advanced 
to 
the 
with tw o games to play, h as an pjp.ng the w a te r down here now." 
sem ifin a ls of the internat ional in- 
ou’ -ide chance of catching Ujobai. I he say s. 
door c h a m p .o n sh ip s with victories 
L avery has scored 
IO touchdow ns M ec h em 
and Gov. C. J. R ogers 
o ver L. R ad o v an o v ic of Y ugoslavia ;n 
s e v e n 
g a m e s 
for 
60 
points. , 0f W yom ing b e t on th e o u tc o m e of 
and 
Bobby R iggs 
of 
the U n ite d ; U joba.. 
how ever, h a s 
the 
advan- j i^ st S a tu r d a y ’s football g a m e 
in 
tag e of being an e x tra point kicker 
S ates. 
R IO DE JA N E IR O — B u d -e Patty 1 H e’* s c o re d 19 points on conver- 
of Los Angeles won the 
interna- aion' 


SATURDAY TILT 
DECIDES TITLE 


tional 
to u rn a m e n t 
defea*maN Art 
L a rse n of San L e an d ro p C a l i f 7 - 5 


6- 1, 3-6. 
S Y D N E Y . 
A u stra lia —'T ony T ra- 
bert scored a five-set v icto ry over 
A ustralia’s 
M ervyn 
Rose 
6-4, 
8-6 
3-6. 
1-6, 
6 4 
and m o ved into the 


INDUSTRIAL 


B O W L I N G 


which New 
M exico d e fe a te d W y­ 
om ing 
9-7 
M echem 
put 
up 
the 
S a n g re de C risto M o un tains of New 
M exico 
a g a in s t 
the 
Teton*. 


B u ccerom . 26, and at 6 feet 3. 
H oover, 
g re e te d 
with 
app lause and Biglerville local* are m em bers 
m u ch ta lle r 
th an the 31-vear-old as h f took the sU nd# unfolded a , 
B cshore, 
is th e decided fav orite . o n re fully 
w orded 
atory of 
back 
i Y outh and a h a rd e r punch a re in 
m a n e u v e rin g in the T ru m a n 
hi5 fav or. 
C abinet d u rin g F e b r u a r y 1946 F or j 
Bul 
w h e th e r 
' i c 
P hilad elph ian . h lm 
u nu su al 
testim on y 
(Continued from Page ll 
who h o p es 
to 
land 
a 
title 
fight J, boul pn lnd ividual c a se 
He pre- 
] r . which m ciudlsd - R o m a n c e ’ and 
w ith 
c h a m p io n 
Rocky 
M a rc ia n o viously has lim ited him self to dis- th e b ara b a n c dance ‘T a ra n te lle ’’ 
next y e a r, c a n put F e a rle ss F red - CUSSjon 0f lpgiaiation and funds to 
die 
on 
th e 
deck 
re m a in s 
to 
be 0 p ^ r a ti» his d e p a rtm e n t, 
sppn 
T estifying in a firm voice, he 
........... ........ ........ 
_____ 
B r no rc ' on3v *c 's via a knock- valrt th at on Nov 
7 
1P4S. Eliza- p ^ u * ] M otion” which the\ 
played 
A w yf. o n e*r° under 10 
y 0 U 
'A Z beth Bentley had d eta ile d to the ,n 
unlaon< 
a 
difficult 
feat, 
and 
Billy M cC lure 
about eigh 
f‘a r *v PB I her activities as an espio nag e ra r e jv dotlf in llu>, p a rtic u la r num - 
ago. 
In s u b s e q u e n t f.H i.s M arc i- r jng 
COUn e r 
and 
th a t 
a 
letter, ber. T h e presentation of th e S o n a ’a 
ano. 
Jo e 
Louis, 
E zz ard 
C h a r.c s datpd th f fo|jow lng d a y . w as sent j in c M ajor v u probably th e moat 


LAROE CROWD 


A virtuosic display wa.n presented 
bv th e young artists in th e ir pres­ 
entation of Carl von W eber a * Per 


script ion telephoned by New 
York 
police 
th a t 
the 
m a n w as 
Palaz- 
zoia 
He w as held in county Jail w ith­ 
out c h a rg e 
Brown said he w aived 
ex trad itio n and agreed to re tu rn 
to New York 
New 
York au th o rities h ad sen t 
out 
a 
13-state 
a la r m 
for 
P alaz- 
zola, asking hi^ a rr e s t on c h a rg e s 
of burglary, robbery and assault rn 
the 
kidnaping 
of 
D orothea 
Del 


[ « . , 
. n d ] Lon(!n 


I I 5 I I IM ae 
TAYLOR El tV I*. H O SPITA L 


H A R R ISB U R G F —Sen 
M 
H ar- 


feet 


Earle* 


JO H N S T O W N 
P r 
satu rday 
betw een 
V 
A game 
Lock 
H aven 


C ham pionships. 
R \< IS G 
L A U R E L . Md 
H e lian th u s 


and B loom >burg. neith er of w hich ®°' won 
$15,000 added Spalding 
can win 
th e 
title, 
decides 
th e 
J t h k in a S tak es at L au rel 
'h a m p io n sh ip of th e P en n sy lv a n ia 
SAN M A TEO , C alif.— Willie Shoe* 
State T e a c h e rs C olleges 
F o otb all 
booted 
h om e 
C orn erston e 
C onference 
'*5 80' in the featu re at B ay Mead- 
W Shippensburg 
'6-0> 
and 
W est 
in c re a se his w-oHd’s winning 
C h ester <4-0' are tied for the lead 
r e c o rd to 444. 
w .th 
250 
points 
e a c h 
u n d er 
the 
^ 
c o n feren c e's r a t .ag s y s te m , w hich 
I t l b C U t d l 
E l 6 V 6 11 
axes into acc o u n t the ca lib er of 
he opposition. 
If B loo m sbu rg b e a ts Lock H aven. 
West Che te r 
b eco m e s c h a m p io n 
for 
the seco n d s tra ig h t 
y ear. 
If 
Lock H aven w ins, or if the g a m e 
ends 
in 
a 
tie. 
the 
tw o 
le a d e rs , 
... 
will re m a in dead loc ked in the final V ilely 
would 
like 
band ing *. T h ere is no playoff in 
he conference 


S e e k i n g B o w l B id J. Leedy 


'N 


T he sta n d in g s: 
T eam 
S hippensburg 
'“ cst 
C h ester 
B loom sburg 
Clarion 
Indiana 
E. 
S tro u d sb u rg 
Slippery R ock 
Lock H aven 
California 
Cheyney 
E dinboro 
ansfield 
Kutztown 
Millersville 


w 
L. T. 
F^ts 
6 
0 
0 . 250 
4 
0 
0 
250 
2 
I 
0 
200 
3 
I 
0 
183 
3 
2 
0 
163 
2 
I 
0 
150 
I 
2 
I 
135 
4 
3 
0 
125 
2 
3 
0 
113 
I 
3 
0 
IOO 
I 
3 
I 
83 
2 
3 
0 
75 
2 
4 
0 
75 
0 
6 
0 
63 


N EW W ILM IN G TO N . 
P a 
f 
Little W e stm in ste r 
'P a .» College, player* 
b oastin g its first u n b e a te n football 
team 
in its 61-year h u to ry , def- 
a 
post-season 
bowl bid—a g a in st any te a m , an y ­ 
w here, 
W e s tm in s te r's T ita n s long have 
been 
asso ciate d 
w ith 
th e 
upper 
s tr a ta in bask etb all. And now, with 
eighf 
co nsecu tiv e 
victories, 
they Play era 
would like to b ra n c h oyt in ft 
ball. 
T he T itans, co ach ed bv H arold s te rn e r 


D avis, who d irec ts the T fo rm ation 


Player* 
1*1 
2nd 
3rd 
P. Cooley ............. 
.... 106 
109 
O. 
M cG iaughlin 
.... no 
139 
124 
E. L a w le r . . . . . . 
. . . . 109 
155 
174 
P 
H aw n ............. 
. . . . 162 
158 
153 
H S m all . . . . . . . 
. . . . 220 
134 
147 
F olk en ro th 
......... 
• « . • 
112 
T o tals .................. .........707 
698 
707 
N. (). 
Sixe»* 
Player* 
1st 
2nd 
3rd 
H. Ston^M fer . . . 
. . . . 1j > 
167 
128 
H. F e tte r ............. 
150 
175 
184 
L. S m ith ............. ......... 
94 
112 
157 
L. K ennett ......... ......... 155 
151 
132 
J. Leedy 
............. ......... 176 
150 
151 
T o tals 
............... . . . . 
730 
755 
752 
O. L. 
B ream 
Player* 
1*1 
2nd 
3rd 
J 
D eH aas ......... ......... 158 
198 
170 
B 
K nox ............. ......... 134 
175 
136 
S 
Fiscel ............. 
... 
158 
120 
148 
B 
H ixon 
........... 
184 
167 
159 
O. M eh ring . . . . ......... 163 
127 
167 


T o t a l s ................. .........797 


—J J 
OO 
-1 
I 


780 
Home Friendly |n> uranee 
Players 
Isl 
2nd 
3rd 
S te rn e r .................. 
. 167 
18H 
156 
H oner 
................... 
134 
156 
153 
S te rn e r 
.................. 
167 
180 
156 
i S ta rry ................... 
187 
127 
169 
C l a p p e r ................. 
164 
181 
143 


T o tals ........... 
802 
830 
762 


Here And There 


N o w s C ollecte d A t R a n d o m 


ir s ,n BrlC 
G r n . H a r m H 
V*ug ^ * n ’ : difficult selection of th e evening. 
Ivey T ay lor. R epublican s ta te chair- 
able to put the C ahfo rn ian o.i his th rn T r u tn a n ' , m ilitary' aide. list- 
^ 
planiMa 
played 
l e c t i o n s ' m a n , 
w as 
dl£ h a rg e d 
v esterd ay 


m g W’hite s n a m e 
am o n g o th ers 
from 
Mozart, 
D ebussy 
Poulenc. {rom the Polvclim c H ospital w here 
a* possible m e m b e r s of an espio- Llgzt 
Chopin, an d de 
Falla 
T he he s u b m itte d to su rg e ry on Oct. 22 
n a g e ring, 
He 
said 
that 
in 
th* 1 M auneya. who were recalled throe F rien d s 
said 
he 
would 
rest 
for 
period from Nov. 
8 , 1945. to Ju ly 
tlmeN by ^ 
audience, played the s e v e ra l d a y s at his hom e before 
24. 
1946 
seven 
co m m u n ic a tio n s 
following 
encores: 
M e n d e lsso h n ’.* retu rn in g to his office. 
w e re 
sent 
to 
th e W hite 
H ouse S cherzo from * M id sum m er N ight’s 
..... 
m entio ning W hite s n am e. 
D ream "; ‘ Brazilera.s" from Beata- 
I.Obi. G EN S, DOGS 
T ru m a n h a s c o n firm e d that on moUch f Suite by M ilh an d and the 
H A R R ISB U R G , Pa 
P — Som e 


Many Clubs Seek 
OTonnel From Hues 


PI IT S BU ROH V - G e n e r a l Man- 


paj.ses for 714 y a rd s and IO touch­ 
dow ns. 


LAST 
N IG H T ’S 
E IG H TS 
By T H E ASSOCIA TED P R E S S 
M IAM I BEACH. F la - Billy Gil­ 
liam s. 210. O rang e. N. J . outpoint- a u e r B ran ch Rickey of the P u ls ­ 
ed Colin C haney, 
190. 
In d tan ap o - 1 b u r - h 
Pirate.', said v e s te rd a y in* 
Ha 
jo. 
fielder D anny O C o n n e l of Pater* 
LOS 
A N G E L E S —Je.'S 
F’uente-?, .-.on. N J , is the m a s t 
ought after 
in the D etroit T ig e r s ’ fa rm organ- 160, 
Los A ngeles, 
stopped 
E iim e r' p la y e r on the Bucs bu* 
he G the 
one p la y e r I do not w a n t to trad e . ’ 


SENT T O VV IE K E S -B A R R E 


W IL K E S -B A R R E . 
Pa 
/ P - D a n 
ny C a rn e v a le h as been p ro m o ted 


tzation from Ja m e s to w n . N.Y., of Beltz, 154, L as Angelas. 8 
the C lass D Pony L eagu e to Wilkes- 
B U T T E . 
Mont 
— Ci>co "K id * 
B a rre 
of 
th e 
C lass 
A 
E a s te r n A n drad e. 
133. 
Los 
A ngeles, 
out- 
league. C a rn e v a le m a n a g e d J a m e s - p oin ted R alp h C erv an te s, 135, Ftock- 
tow n to th e P on y L eag u e c h a m - j ford. 111., 
IO. 
pionship last season by 18l 2 g a m e s . | 
----------------------------- 
He su c c e e d s 
D an ny L itw hiler 
a t 
H O C K EY AT A G LA N C E 
W ilkes-B arre, w hich will be work* 
Y E S T E R D A Y ’S R E S U L T S 
mg w ith D etroit for the first tim e 
IN T E R N A T IO N A L L E A G U E 
in 
1964 
L itw hiler is ex pected to C incinnati 3. Jo h n sto w n 2 
m «v« 
up rn 
th# T ig e rs ’ 
ayatem . G ra n d R ap id s 5. F o rt W ayn e 4 


" H e is the type 
a ro u n d w hich 
we a r e building our fu tu re in P itts ­ 
b u rg h ." 
the 
M a h a tm a co ntinued, 
“ an d he won t be tr a d e d unless I 
feel w e c a n get th re e o r four p la y ­ 
e rs w ho a re going to be of help in 
th e fu tu re ." 
O Connel batted .296 la st season. 
He b a tte d in 55 ru n s and scored 


8 8 m o re on 174 safeties. 


(C o ntinu ed from Paae ’ » 
and 
have 
im proved 
steadily 
th ro u g h 
th e 
last 
four 
weeks 
T hey have bu' one defeat and at 
this writing m ost of the d o p e ­ 
ster* give th em a 6-5 edge over 
t >e Y ovicM n-coached tribe W ith 
th eir zest to win this final c o n ­ 
test an d on the hom e field of 
the B ullets th e D iplom ats will 
be a t th eir peak 
and will be 
"u p " for S a tu rd a y 's game 
• 
• rn 


For the Bullets Hie going will 
be tough. They lost th eir opener 
to 
D elaw are 
and 
th en 
cam e 
th ro u g h with seven consecutive 
victories 
Now 
th ey 
are 
flushed 
with 
victory. T h e y are riding th e crest 
of th e con qu eror’s tidal wave. 
T h ey w an t this gam e and they 
believe they can win it 
but they 
are not fully aw are th a t they 
are going to m eet their stiffest 
com petition, their most s to u t­ 
h ea rted an d stubborn o pponent 
—a team t h a t w ants this gam e 
ju s t as badly and Is out to c a p ­ 
tu re it. 
* 
• 
• 


( owe he* Yovii-ain and ^ h a in - 
line 
realize 
this all too 
well. 
T h e y 
fear 
over-confidence 
on 
th e p a rt of the Bullets. If thus 
prevails . . . well . . . . 
O n the o th e r h a n d if th e B ul­ 
lets display the sam e b ran d of 
en th u siasm 
and 
fight 
th e y ’ve 
displayed In tho paM they have 
an even chance of tu rning back 
th e D iplom ats 
F or the twelve seniors this us 
th e gam e to win. an d they w an t 
to win . . . . for th e o th er m e m ­ 
bers of the squad . . . . well . . . . 
R R D 


T h e team with th e most spirit 
and fight, will win. 


N B 4 R E SU L T 
By T H E A SSCIA TED T R E S S 
M in neapo lis 93 Boston 73 


BROTHERS ARE 


(C on tin u ed from Tage I) 
bro u g h t ag ain st Harvey Miller. B ig­ 
lerville R. D. Tile case m arks th e 
second 
tim e the m atte r has been 
Feb. 
6 
the d ay 
the Senate ap- 
A m erican favorite. “T u rk ey in the p e n n sy lv a n ia h u nters c a m e back 
heard iii Adam* County C ourt. At 
pro ved W hite, an F B I report w as stra w .'* in their own arran g em en t, j em p ty -h an d e d in m ore 
w ays th an 
j th e end of the trial iii August court, 
c alled to his atten tio n 
by South 
audience were guests from 
this week 
* 
the jury could not a c ie r and a new 
C arolina s Gov. J a m e s F. B yrnes, 
H anover, Carlisle an d W aynesboro. 
Three a d ' *n to d ay 's 
new spap er 
trial h ad to be held. 
then secretarv of sta te . 
m em bers of the C oncert Association rep ort the l0 '> of a 12-gauge pum p 
Miller 
is 
charged 
with 
driving 
Report* Vinson O pposition 
^ thoM. com m unities 
gun n e a r „ r u r al intersection, a 
, while u n d e r the influence on July 26 
H oover said 
th a t 
on F eb 
21 
During 
the interm ission 
Mile-. I doutjio o a rre ie d Stevens gun som e- 
from tile M aryland line on the Em - 
Atty. G en 
lo in C. C lark, now a 
M auney 
announced 
th a t 
he 
had w here outrid e town and even two 
m itsburg Rd. to H unterstow n. Most 
S u p re m e C ourt justice, discu ssed Just becoTn(. th c fa th e r of a baby m ale 
beag les mi 
mg rn n earb y 
of the testim o ny concerns his ac- 
the W hite a p p o in tm e n t w ith him . 
dauR btc r . his first child 
Ho dedi- 
C u m b erlan d County. 
jtions in H unterstow n where he a1- 
“ I told the 
a tto rn e y gen eral 
I 
catRd his last encore, “ T urkey in 
----------- ----- 
jlegedlv d ra n k a large qu an tity of felt 
it w as un w ise for 
White 
to 
t ji«> S tr a w y to the i.«w“hS15t 
b e e r* broke beer bottles on 
th e road, s e r v e ," H oover said . 
____ ____ 
__ 
got into a fight, and finally was 
H oover m e t a t lun ch 
the nex t H A R R ISB U R G . Pa. *T> -P u p ils 
of 
taken uito custody by state police. 
d a y w ith C lark an d th e late F re d 
th f g a iSOn Ju nior High School have 
He w as found guilty this m orning 
M 
Vinson, ther^ s e c r e ta ry of the 
earR tunpd f0r th e sound of 
by a ju ry w hich deliberated an h o u r 
T re a su ry . H oover sa id th a t “ Ju d g e g football whistle 
ion th e case. B ern ard M aguire was 
V inson did not w a n t M r, White to 
Eugene E Miller, p rincipal of the 
< forem an of th e Jury. 
se rv e *> a 
U.S. 
d e le g a te to 
the ^ o o i 
uses the whistle to .signal 
Among 
witnesses Tuesday a fte r- 
In te rn a tio n a l M o n e ta ry Fu nd and, 
for changing 
of classes 
noon were S et 
Joseph T em ple of 
in fact, he did not w a n t him to w biif the school bell system is out 
the 
local 
state 
police; 
Russell 
co ntinu e as a s s is ta n t s e c re ta ry of ot, ordt.r 
S tern er. 
O rrta n n a : 
W ayne 
Reedy, the T re a s u r y " 
0 n 
S aturd ay 
a ftern o o n 
Miller 
G etty sb u rg R. 4; Bruce W itter Jr.. 
H oover q uoted C lark as telling URes thp ,a m f whistle in its official 
H u n tersto w n ; Gloria W itter, H u n - 
h u n on Feb. 26, the d ay T ru m a n capacity, a t college an d professional 
I terstow n. 
and 
Frank 
S 
W eaver. 
-Igned 
W hite’s 
co m m issio n , 
that 
football games. 
" h e felt th a t W hite would go into _____________________________________ 


MANY BABY DOCTORS 
advise tim for distrots of kids* 
CREST CRIBS 
3TMUSTER0IE 


' Hunterstown 
Sgt 
T em ple 
reported 
finding th e job and th en would be sur- j 
broken bottle' on the road at H un- 
rounded 
with 
p erso n s who w ere 
terstow n. difficulties in taking Miller especially se lec ted and w ere not 1 
into custody, and details of the scene se c u rity r i s k s . " 
_ 
a t H u n tersto w n . The others testified 
Agents 
Hamper***! 
to M iller’s m an n e r of driving upon 
“ He fu rth e r sta te d th a t the P res- ; 
h is 
arriv a l 
at 
H unterstow n 
an d 
ident w as in tere sted in continuing j 
events a fte r his arrival there. 
the su rv e illa n c e .’’ H oover said. “ I 
T he ju ry for the case include' E 
s ta te d if th at w as the desire, we 
J 
B ream . New Oxford R 
I; Jo h n w ould continue the investigation ' 
G ordon, H am p to n ; Clair Grove. York 
H oover >aid in resp on se lo ques- 
Bprings 
R. 
I; 
Merle Heikes. F^»st lions b\ Sen. Joh n M arsh all But- 
I Berlin R I; M ary Inskip. H am pto n: 
ler 'R 
Md* th a t his ag ents w ere 
Irvin 
K m dig 
Littlestown 
R 
D.: 
“ certain ly h a m p e r e d " in keeping 
Irene E. Lem m on H am pto n; Robert t tb 
on White in his new job be- 
!L. Lohr, G ettysburg R 
I; B ernard c a u se th ey cou ldn 't invade the m- 
J M aguire. 
F 
Middle 
St ; 
R ichard te rn atio n al p re c in c ts of the fund s 
Reaver, G ettysburg R 4 
Mrs D oia h e a d q u a rte rs. 
S m ith. York Springs R. 2. and Mr*. 
W hite’s c a se w a s ev en tually p r e ­ 
sented to a g ra n d ju ry in 1948 but 
[th e jury did not indict bim . He 
died la te r th a t y e a r. 
Brow nell 
said 
so m e 
allegedly 
in c rim in a tin g 
ev id en c e 
a g ain st 
W hite, p a p e rs identified as w ritten 
in 
W hile’s own 
handw ’riting. did 
not ro m e to light until after White 
I died. 


E sther Stock, New Oxford R 2 


SC HO LASTIC FO OTB ALL 
By 
T H E 
ASSOCIATED 
P R E S S 
Y e s te rd a y ’* R esults 
S elin sg ro v e 
18 . M ifflinsburg 
7 
M u h len b erg T w p 14 l ow er Boyer 
tow n 
6 
D u ry e a 
27 T aylor 0 


FASTEST KNOWN RELIEF 
FOR 6AS ON STOMACH 
B e ll-a nS 


TABLETS—25t* ALL DRUGGISTS 


WINTER _ 
TREAD TIRES 


All Sizes In Stock 
Come In Or 


TELEPHONE 838 


ftV U E R I D C f i 
oil. ca 


C l T l t s b tK M C t PROD U C TS 
65ft 3 (irk S treet 


HUNTERS! 
SPORTSMEN! 


Complete Line 
SHOTGUNS 
HI POWER RIFLES 
AMMUNITION 
Ail Hunters 
A ccessorise 
CLOTHING 
Woolrich and Drybak 
BOOTS 
b y Converse 
U. S. Rubber 
Korean Hunting Boots 
Hunting Licenses 
Issued Promptly 
BEN PEARSON 
Bows, Arrows, A ccessories 
GETTYSBURG NEWS t 
SPORTING GOODS 
51 Chambersburg Street 
Phone 9579 
G P I N " I I I N DA Yh % vt LEK 
6 .10 4 M TII I ll P H. 


TACK SIT 
THE GETTYSBURG TIMES, W E D N E S D A Y . NOVEMBER 18, 1983 
News Items For Upper End 
Serves In Japan 


PAUL F. OSBORN 
TURKEY PLANT 
HAS GROWN TO 
“BIG BUSINESS" 


The 
14-year-ok! 
turkey 
farm 
owned by Paul F Osborn, near As­ 
pers. us the subject of the lead story! 
and editorial in the current edition 
of the Eastern State* Coopeiator, 


I magazine published by the Eastern 
States Farm ers Exchange, of West 
Springfield. Maas, 
Tlte editorial in the magazine, 
titled “Records.'’ point* out: “Most 
successful fanners are successful be- 
i cause they have mastered tile trick 
of keeping and using records.'’ The 
editorial then goes on to use the 
Osborn Turkey Farm records as an 
example and reproduces, as part of 
its editorial, samples of the flock 
records kept by Mr. Osborn. 
Headline on the article concerning 
the Osborn farm is 
Records Help 
Make Success for Osborn Turkey 
Farm.' Tile article is illustrated by 


JUST LIKE THE GOOD OLD DAYS 


Savory Thanksgiving Dinners that will bring back 
memories ol happy days at Grandma's. All the friendly 
home atmosphere, the delicious home cooking, the 
tried and true "turkey with all the trimmings.' From 
soup to nuts. Phone Biglerville 63-R-21. 


BUCHER'S RESTAURANT AND HOTEL 


Bendersville. Pa. 


FREE FST!MATE 


GET THE COST OF HEP AIKS IN AD VANCE 


Your repair bill is never a 


"surprise'' when you deal 


with 
us. 
because 
you 


know the cost in advance. 


Drive in todayl W e sp e­ 


cialize in BODY Work. 


HAVE YOUR CAR INSPECTED NOW 


SELL S BODY & PAINT SHOP 
Clyde Sell. Prop. 
ARENDTSVILLE 
PENNSYLVANIA 


P h o n e Biglerville 13S-R-13 


seven picture* of various parts of the 
farm. 
“Osborn 
turkey 
farm 
close 
to 
Aspers. Pa., is today a big and suc­ 
cessful business anc! it started when 
Paul F. Ovsborn, a printer, bought 
a hundred poults to raise in the 
backyard of his summer home." ac­ 
cording to the article. 
“This Pennsylvania turkey glower 
who began with IOO poults 14 years 
ago cid what 
ail the beginners 
dream about: he multiplied the size 
of his turkey operations year by 
year until his annual harvests now- 
gross a hundred thousand dollars, 
or thereabouts. 
* H ls story is one that shows how* 
im portant every small detail of 
good m anagem ent can be. Second, he 
knows every item of cost and studies 
what it means to hLx prospects for 
profit. 
Madr Early Profits 
‘ Paul Osborn owns a successful 
printing butine'* in Biglerville and 
in 1936 bought one of those Tittle 
places in the country’ which occupy 
the dreams of so many city folk. In 
1940 he built a plain little 12 by 12 
brooder and started 300 baby chicks. 
Then on June 5 he put IOO Broad 
Breasted 
Bronze 
poults 
in 
the 
brooder house after the broilers were 
sold. He raised 64 of his IOO poults 
and sold his m arket birds at 21 and 
26 cents per pound. Feed cost him 
between $2.55 and $3.20 per bag*The 
project was fairly profitable. 
“So, next year, 1941, he put up 
another 12 by 12 brooder house and 
increased his flocks of both chickens 
and turkeys. He liked his poultry 
aventure but soon figured that, in 
i order to keep the farm chores from 
1 conflicting with his other business, 
the farming would have to be ex­ 
panded enough to justify a full-tim e 
; hired man. 
“Consequently he took the big 
plunge and built a 20 by 40 two- 
story broodef house with 30 feet 
of porch alone each side He kept 
a record of every penny th at went 
into his turkey operations—used his 
modest profits plus a cautious in­ 
vestment of additional capital from 


i the printing business to expand his 
’ operations. 
C risis Brought F.xansion 
“The common crisis of specialty 
fanning—the loss of an essential 
employe—h it him in October. 1942. 


William C. Shank aviation m a­ 
chinist's m ate third class, USN. is 
serving in the m aintenance depart- 
j merit 
of 
Fleet 
Aircraft 
Service 
Squadron ll based at the U. S. 
J Naval Air, Station in Japan. Shank, 
working on the engine of an air­ 
craft. is the son of William C t 
Shank. Aspers R, I. 


Paul Osborn, the printer, met the 
situation by moving to his farm and i 
doing the turkey chores himself for 
the rest of the season. W hat begall 
(Continued on Page ii 


Horst Hails New 
Pa. Kgg Record 


Record egg production on Penn- 
s> Iv an la farms for October was a 
tribute to poultry breeders of the 
state who are constantly striving to 
develop lavers that will produce more 
eggs than their ancestors, according 
to Miles Horst, state secretary of 
Agriculture. 
Keystone State output for October 
set an all-tim e record of 309,000.000 
egtts for that month, and it was ac­ 
complished with fewer layers than a 
year earlier. Horst -aid Federal-State 
surveys showed 
Layers iii 
flocks 
averaged a record 14 2 egs per bird 
during October compared with 13.39 
in September and 13.52 for Octooer 
last year. 
In addition 
to the continuing 
trend toward higher production per 
bird, the secretary said mild weather 
and early entry of pullets into lay­ 
ing flocks were factors partly re­ 
sponsible for the excellent showing. 
October egg production in 
the 
state exceeded September output 
by 15 per cent and was 5 per cent 
above October 1952. The num ber of 
layers totaled 21.780.000 compared 
with 21.800.000 a year previous. 


A ja r of fruit preserves can be 
a life-saver when unexpected com ­ 
pany com es. Apricot or peach pre­ 
serves heated with orange juice, 
and given quick-glam or treatm ent 
I by the addition of a little brandy 
flavoring, 
will 
sauce 
plain 
va­ 
nilla ice c r e a m to perfection. The 
sam e preserves m ay he spread be­ 
tween 
la y e r s 
of 
ready-bought 
, sponge cake and served with nut­ 
m eg-flavored whipped cream for a 
shortcake de luxe. 


W estern Pennsylvania, W estern by Thursday and again by end 
New York. Ohio and West Virginia: 
T em peratures will average four to 
six degrees above norm al, cooler again Saturday. 


of 
week, 
precipitation 
l i k e l y 
W ednesday night or Thursday and 


WEATHER FORECAST 


Extended forecast for W ednes­ 
day, 
Nov. 
18, 
through 
Sunday, 
Nov. 22: 
E astern 
Pennsylvania, 
E astern 
New' York and Mid-Atlantic states: 
T em peratures will average five to 
eight degrees above norm al, some 
cooling by Thursday night and cool­ 
er by end of week. precipitation 
likely at end of week and possibly 
on Thursday. 


THANKSGIVING DAY 


1953 


A day of gratitude, when families all over our 


land giye thanks for belonging to the great 


family of Americana and pray that harmony 


will ever be tile goal tin the family of nation*. 


THIS BANK WILL NOT TRANSACT BUSINESS 
THURSDAY. NOVEMBER 26 


THE NATIONAL BANK 
OF ARENDTSVILLE 


Juct wt balk and relax— it'* so 
q u u k , easy and con vedic rn . . . 
to low in cost . . . tor example: 


FASTBOUND 
Buses I.ca vc: 
1:47 a ni 
7:30 a.in. 
1:35 p.m. 
8:50 p.m. 


Y o r k .................. 
$ .75 
Philadelphia ................... . 
2.’Mi 


N i u 
l u r k 
U 
t 
B o sto n ................................................... 8.50 


WESTBOUND 
Bust* Leave: 
5:15 a m. 
11:30 a m 
4.50 p.m. 


J o h n s to w n . . . . , .............. 
$ 3 00 
P itts b u rg h 
.............. 
4.50 
C lev elan d 
............................................. 
7.45 
( liiragt......................................... 
14.25 


H 9 
Pf*.* 
I . 
s 
T a r 
am i yr o,< Hound T r i l l 


ARENDTSVILLE 
PENNSYLVANIA 


Member F D I C. 


GRI: YIIOIND 
I I H M I M I 
V W a s h in g to n St. 
P h o n e 4.*iI 


G R E Y H 


Need CASH for 
CHRISTMAS 


q 
DON’T WAIT 


Gel TV»r-* 


CHEC 


NOW and 


WINTERIZE 


Your CAR 


With ANTIFREEZE 


ZERONE - ZEREX 


BATTERIES • MUD and SNOW TIRES 
Gat Your Car State Inspected Early 


ARENDTSVILLE < 0 GARAGE 


Immediate Service 
on Holiday Loans 


J2 0 -*2000 


You r a n b u d g e t y o u r 
Ch ria I ma* b u s i n g and 
o t h e r h o l i d a y e i p e n e e x 
wi t h a T h r i f t Pl a n H o l i d a y 
L o a n 
( l et « auh ss it h o o t 
i O' ai g lier* , , . ch o u se .sour 
un h low u u o u t h l y r e p a y ­ 
m e n t p lan 


Arendtsville. Pa. 


G le n n Hoke 
Prop 
Phone Biglerville 38 R 2 c 


THRIFT PLAN 
I IM AN ct cone 
l u l l A Xu vt TMO MMI* lev 
I IC CONSUMIR DISCOUM CO 


Nine-tenth* of American women 
who reach age 40 will live 20 
veals longer. 


FILL THE DEEP FREEZE AND 
REFRIGERATOR 


with Delicious 


f ~ 
hL 
, o „ , ! . 
_ 
economical! 


SNOW CROP AND BIRDS EYE 


FROZEN FOODS OF ALL KINDS 


FRUITS - VEGETABLES - MEATS 


HUTTON’S STORE 


BENDERSVILLE. PA. 


Phone Biglerville 153-R-12 


DON'T WAIT 
For 
TROUBLE 


Bring Your Car To 
BIGLERVILLE 
GARAGE 
Blaine Balter 
Plymouth and He Soto Dealer 
Phone 39 
Biglerville. Pa. 


fsI 
I 
I . 
’54 DE SOTO 


NEW CARS 
’54 PLYMOUTH 


Also Keo T r u c k s and Buses 


HERE'S WHAT OUR MECHANICS DO: 


• Flush cooling system 
* Check thermostat 
• Tighten hose connections 
* Tighten cylinder head 


• 
Check 
for water leaks * 
^iq^t9 
/-.1 
* 
• Check wipers 
Check waler pump 
. Check horn 
• 
Adjust 
fan belt 
• Test defroster 
• 
Install 
anti freeze 
• Test heater 


STOP IN TODAY 
HAVE YOUR CAR INSPECTED “NOW” 


DO YOU WANT QUALITY 
NEATS FOR 


Your 
THANKSGIVING 


DINNER 


Choose from 
Our 
Large 
Selection 


Here Are 
^ 
THANKSGIVING 


FOODS 


12 to I* lbs. 
18 to 25 Ibe. 


Fresh 


FRUITS and 


VEGETABLES 


or 
Fruit Cake 
Ingredients 


MOTTERN 


Gardners, Pa. 


AUCTION 


Nov. 20. 1953 
6:30 P.M. 


Closing out Business! 


BARLOW STORE 
5 mi. south of Gettysburg 


General line of 
Grocery Merchandise 


Clair Slaybaugh. auctioneer 


ICI Ballium* t h tr v r l 
P h o n r SIO 


JEWELRY... 


FOR THE HOLIDAY SEASON 


To Cherish Alway: 


from 


CRUM JEWELER 
BENDERSVILLE. PA. 
Phone Biglerville 80-R-12 


Gel Your Car Ready Now 


Keep your car out of reach of Old Man Winter** 


icy clutches! Protect it NOW by "winterizing!" Let 


us change oil and grease, add anti freeze, check 


your battery. Put on your SNOW tires. 


ANTIFREEZE 


ZERONE-ZEREX-CHAINS 


SHOWERS' SERVICE STATION 


ASPERS. PA., R. I 


Phone Biglerville 232-R-24 


You don’t need“tracks” 
to subsoil b i" fields... 
I 
« • 


' I 


r n 


f - 7 * 


do it with the W D-45 


Here is u hrel tractor power that subsoils to a depth of 18 mthee 
and cover* Iota of acres in a day. 


The dynamic new WD 45 Tractor with POWFR-CRATER 
engine and the Allis-Chalmers Mounted Subsoiler shatter 
toughest hardpan . . . let water soak in. not run off If the going 
gets tough, automatic Traction Booster transfers weight to drive 
vs heels . . . and you keep moving. 


And the WD-45 has all the extra power you need for subsoil­ 
ing . . . at reasonable price — $209").OO; subsoiler, $54.00; both 
prices f o b. factory. We’ll gladly demonstrate. 


Tune in 
th* Notional Farm 
and Mom* Mawr — 
ivory Saturday — NSC ( fH U S -C H flL M E R S 3 
V 
S A H I 
ANO s i a v i c i 
J 


L. W. & M. S. KLEINFELTER 


Phone 280 
Biglerville, Pa. 


IGK QUALITY 


AMS 


RESH VEGETABLES 


RUITS 


GIVE US YOUR 


ORDER NOW! 


I_________ 


FRUIT CAKES - PIES - NOTS - CANDIES 


Everything For A Successful Feast! 
WEAVER S GROCEHY 


BIGLERVILLE 
PHONE 191 
PENNA. 
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KIDDIES PARTY 
AT DILLSBURG 
SET FOR DEC. 19 


On Saturday. December 19, the 
B etter Business Bureau of D ills­ 
burg will hold a Kiddies C h rist­ 
m as Party. 
Representative.- 
of 
the 
Ladies 
Aux 
of VFW will provide en ter­ 
tainm ent w ith members of the v ar­ 
ious other organizations in town 
lurid bing varying phases of sup­ 
port. T entative plans call for a one- 
hour movie of cartoons starting at 
1:30 or 2 p.m. followed by a special 
program of music and e n te rta in ­ 
m ent in the Com m unity Hall. S anta 
Claus will be on hand to distribute 
free gifts to everyone. C hildren of 
pre-school age. together w ith stu ­ 
dents up to and including the 6th 
grade 
will 
be 
invited. 
Financial 
supjx>rt Is being donated by local 
m erchants and businessmen. 
Dillsburg 
M ethodist 
W om en's 
Society of C hristian Service 
will 
hold a f*od st* Ie Saturday starting 
at IO a rn. 
* 
On Friday and Saturday. Decem­ 
ber 
4 
and 5 
the 
Presbyterian 
Round 
Table's 
C hristm as 
bazaar 
and food sale will be held at S hil- 
l:'o , Friday evening from 7 p m 
and on S aturday from IO a rn. 
I Tin ker Honored 
M artin L. Speck. Dillsburg R D . 
was 
honored 
by 
the 
N ational 
Safe tv Council at ceremonies in the 
LaSalle Hotel, Chicago, for winning 
first place In the N ational Autom o­ 
bile T ransport, G roup 2 division of 
the 
Council** 
1952-53 
N ational 
Fleet Safety Conte ?.. 
More th an 
1400 fleets, operating more 
th an 
350,000 vehicles and traveling a l­ 
most 3.000 000.000 miles com peted 
in the contest, largest of its kind 
In the U nited States. 
Mr. Speck s fleet operated a total 
of OOO OCK) miles during the contest 
period and had no accidents. W’in- 
r ers 
we e 
honored 
at 
the 
fleet 
victory luncheon in the grand ball­ 
room of the LaSalle Hotel, spott­ 
e d bv G eneral Motors Corp 
The annual Dillsburg Com m unity 
I liar k.'giving Serv ice w ill be held 
in the M ethodist Church November 
26 a t 9 a rn The service will be in 
charge of Rev. W illiam T. Swaim, 
lr 
Lev 
K 
Belm ont Metzger will 
g.ve the Thanksgiving Day message 
Mrs V irginia Bingham held open 


York Springs High 
Seniors Plan Play 


T he Senior Class of York Springs 
High 
School 
will 
present 
"G reat 
Scotts," a comedy In three acts, on 
T hursday and Friday. December 3 
and 4. in the York Springs Com ­ 
m unity Hall. C urtain tim e will be 8 
o’clock both evenings. 
An evening of fund Is provided by 
the two neighboring Scott fam ilies 1 
j w ho haven’t spoken to each other in 
seven years. The fam ilies of two 
brothers live in a typical small town 
but at the end of seven years a 
small incident starts the fam ilies | 
talking with unexpected situations 
land results. 
The cast, which is under the d i­ 
rection of Miss Virginia E. S m ith,; 
Includes: G erry Miller. Joan G rlest, j 
[C harles Bream, Beverly 
W onders. 
Daniel Williams, D ons Yohn, Patsy I 
Decker, 
Nancy 
Sm ith. 
George 
Fahnestock. 
G ary 
Miller, 
Lynn 
Golden and M yrna Beamer. 


SCOPES and MOUNTS 
BUSHNELL SCOPES 
and BINOCULARS 


Sm ith and W eston, Colt. High 
S tandard and ll A K. 
Revolver* 


( ornpirte Line 
RI.LO WUNG 
( OMPOUNDS 


CU nTOM-.M ID I. RIFLES 
G I NS — New and I *ed 


Haw baker'* Trapping isupplir* 
< om pirlr Linr 


DICK SPOTS 
GUN SHOP 
G ettysburg bt.. Dillsburg. Pa. 
Phone 57-R-12 


COLLEGE PROF 


(Continued from Page I) 
serious to adults. 
"B u t 
for 
nom adic 
gold 
and 
uranium 
prospectors, 
the 
region j 
explored by the H ensley expedi- ' 
Don w as barren of hum an habi-i 
tation. 
Portions 
of 
the 
ancient 
‘Cam ino del 
D iablo’ 
road 
w ere 
noted. 
Aptly 
nam ed 
tile 
Devil's 
Highway,' g was at one tim e used 
to 
tran sp o rt 
m etal 
taken 
from 
surrounding gold fields hundreds 
of m iles to the P acific coast W ater 
holes were as m uch ax 50 m iles 
a p a rt,” D r. H ensley declared. 
At the conclusion of his talk Dr. 
H ensley walked to a nearby table 
and from a sm all box extracted 
a huge, six-foot snake. 
Rebuffing popular fears, he al­ 
lowed the shake to coil itself about 
his body. "This snake is an anim al 
the same as any other,*' he said "It 
is completely docile and so tam e th at 
our girls at G ettysburg would take 
him up town if It w ere allow ed.” 
D uring a brief business session 
prior 
to 
the 
address, 
the 
Club 
decided to observe their C hristm as 
p arty at the Lincoln View 
R es­ 
ta u ra n t, D ecem ber 16. at 7 p.m . 


house in her new Hobby and G ift 
C enter which opened November 13 
A, complete line of model 
planes 
and car* l f ~ 0 St S. gauge trains 
and 
accessories 
hand 
crafts, 
artists’ supplies and gift Items will 
be offered for sale. During the com ­ 
ing holiday season com plete dec­ 
orating supplies will be available 
Mrs. 
Bargham s 
husband 
is em ­ 
ployed by the Capitol Engineering 
Co.. Dillsburg 
Mr. 
and 
Mrs 
C urvan 
H inter, 
owners of Dillsburg M eat M arket, 
ha*ve moved to York, after m any 
years in business In Dillsburg They 
have 
purchased 
the 
M odernaire 
Motel on the Lincoln Highway. Mr 
H inter will continue 
to run 
the 
m eat 
m arket 
here. 
The 
R im ers 
m ade m any friends In Dillsburg. 


NORTHERN YORK 
COUNTY PTA TO 
MEET THURSDAY 


Tile 
N orthern 
York 
County 
P a re n t T each ers A ssociation will 
hold its next reg u lar m eeting on 
T hursday 
st 
7:30 
p.m . 
in 
the 
N orthern High School wuth M rs. 
G eorge G erm eyer, president, p re­ 
siding. The principal sp eak er will 
be 
K enneth 
Abell 
of 
the 
S tate 
P lanning Board who will also p re­ 
se n t a film entitled ‘ L eaders of 
L eisu re” w hich explains the or­ 
ganization 
of 
com m unity 
re c re ­ 
ational program s. 
Rev. W illiam T. Swam , c h a ir­ 
m an of the P.T.A , com m ittee for 
studying 
such 
a 
program , 
ha> 
issued 
invitations 
to 
officers 
of 
com m unity organizations to have 
rep resen tativ es attend this m eeting 
so that they m ay report to their 
own organizations the possibilities 
of coordinating all efforts for a 
com m unity 
recreatio n al 
center. 
E arl O ouse will give a rep o rt on 
the details alread y invesl.gated by 
the Lions Club. 


Mr. and M rs. T hom as K elleher 
of 
M iami, 
F la , 
and 
New 
York 
paid an unexpected visit to Mr. 
and 
M rs. 
John 
O. 
H offm an 
on 
M onday. M rs. Hoffm an and Mrs. 
K elleher w ere school chum s and 
had not seen each other for IO 
years. 


List Coaches. Players 
Following 
are 
the coach-team 
com binations for the 1953 54 Ju n ­ 
ior 
Basketball 
League 
Season: 
Team I, Coach George H uffm an; 
players, H arold Yost. John Pentz, 
G eorge M um m er!, Philip Hudson, 
T hom as 
H arter. F red 
K arns, 
T erry A nderson. Je rry B row naw ell, 
Billy Bentz. E rnie R ider; T eam 2. 
Coach John R ignani; players. Ja n 
Wiley, 
A rt 
R ider, 
Ronald 
Wolf. 
Ernest 
Yost. 
Allan 
Slum , 
Jam es 
King Stanley Arnold, W alter S ch af­ 
fer. 
Pat 
D onahue; 
Team 
3, 
Coach 
Bucky 
W alters: 
player*, 
John G rove. 
John 
Zerbv, 
B arry 
Sealover, 
G erald Yost, 
D ouglas 
H arter, Billy B ingham , Jack G or­ 
don. Bobby Nicholson, B arry Bol­ 
linger; 
T eam 
4. 
Coach 
R obert 
M artzali; 
players, 
Paul F ullm er, 
Eddie 
B aughm an, 
Billy 
E urich, 
B rian M a c r a m e , Rodney G * ae~ 
wint, 
G erald 
Leathery', 
L arry 
Cocklin. 
Alex 
M acQ uarrie, 
Leon 
Baker; Team 5, Coach Sam Mac- 
Cluskie; 
players, Ronald 
Slum , 
Eugene 
R utter, 
G arry 
G ettys, 
Jim m y 
C rom er, Donald 
Mac- 
Cluxk.e. B arry G ochenour, Newton 
Rahn. Ronald M yers. T hrone Cut- 
lip, Rudolph Hop!; T eam 6. Coach 
M ark Stevens; player*. John Mil­ 
ler, 
Phil 
Zinn, 
C harles 
K naub, 
Donald Cook, B ruce Banes, Alvin 
R ider, G alen R ider, Tom m y Spotts, 
D aniel Fishel. 
Since last w eek’s announcem ent, 
the 
Com m unity 
Hail 
haa 
been 
rented for N ovem ber 20 so th a t 
It is n ecessary to reschedule the 


This modern turkey raising plant spread over a hillside along the 
"Potato Road'* between B ry o n ia and I lora Dale grew from a 100-bird 
flock which Paul S. Osborn started It years ago. Brooders, rearing sheds, 
sun porches, storage sheds and a two-apartment building are included 
in the establishment where Osborn annually raises thousands of chicks 
and turkey poults. Below Mr. Osborn is shown inspecting a flock of baby 
turkeys In one of the brooder houses. 


York Springs 


Mrs. 
Donald 
L ehm an 
was 
guest of honor at a baby shower 
Tuesday night at the hom e of Mrs 
W endell Lehm an, w ith Mrs. Paul 
Lehm an and Mrs. W endell Lehm an 
as 
hostesses. The 
following were 
present: Mrs. D aniel Elicker, Mrs 
H arry H ardm an, Mrs. Dale Grove, 
Mrs. 
G eraldine 
G ochenour. 
M r' 
G lenn D arr and daughter, Darlene. 
Mrs. 
Howard 
Ecker, 
Mrs. 
Fred 
Stough. 
Mrs. 
Zoe 
Snyder. 
Mrs 
Ralph Golden. Mrs. Jo h n Roy Diehl 
Jr., Mrs. Harold King, Mrs. R ay­ 
mond Elicker, Mrs. D onald Miller, 
Misses Aria and Joyce Lehm an and 
A nnette and W anda Lehm an. 
Mr. and Mrs 
George Null and 
son, Edward, Mrs. H. S. Snyder of 
York, and Mrs. Della Hershey were 
Sunday dinner guests of Mr. and 
Mrs. Harold Sm ith. 
Mr. and Mrs. M ichael G im sh of 
Fort Dix. N 
J., arrived Tuesday 
to 
spend 
the 
week 
w th 
Mrs 
O lnish’g parent*. Mr. and Mr*. Earl 
Delp. 
Rev. and Mr* 
Lester UU were 
recent visitors of 
Rev. and 
Mrs. 
Norm an L. B onner. Rev. Utz was 
a form er pastor of the York Springs, 
C hestnut 
Grove and 
Lower 
B er­ 
m udian L utheran churches. He is 
now serving the E m anuel L utheran 
church 
at 
Bellevue. 
Pittsburgh. 
Their nom—Paul. I* a. stud en t at 
G ettysburg College 
Mrs. William Meyers. Aitch. Pa 
i* spending the week w ith her son. 
Rev. Amos Meyers and family. 
Ballard French. H arrisburg, spent 
last week with Mr. and Mrs. Elmer 
Coulson. 
H arold Speck, polio patient in the 


opening gam es. Due to the lateness 
of the season, it has been decided 
to go ahead w ith the first triple­ 
h ead er 
on 
T hursday 
at 
7 
p.m . 
E very effort will be m ade in the 
future to schedule All gam es for 
F rid ay 
evenings. 
C om plete 
u n i-1 
form s are now on order for all 
the 
players. 
####### 


< cI * 
MAKE OLD FLOORS 
LOOK UKE NEW 
Make your old floor* glisten like J 
new. H e rent floor sander* and J 
supply materials. 
CASTLES 
CARLISLE - HILLSBERG 
* 


9 


DIVIDEND RATE NOW 3% PER ANNUM 
ON ALL SAVINGS ACCOUNTS 
• OI I N AV \( < OI NT H ITH AS LITTLE AS SI M 
• ACCOl NTH INSURED I P TO SIO OOO 
• SAM B l MAIL — UL P4Y POSTAGE BOTH HAYS 


lo t Information and Neceaaary forms to Open sn Account Writ# 


Cum M iutiU A ySntm ^ 


and Coat Gssedofat 


L 
\ 
dtciludid i')o0 
CARLISLE. PA. 


<i 


INC 


. 
f c O X V S Y O W Y . 
I 
3 * V09 n o v a w 
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! PAUL F. OSBORN 


IC ontinucd From Page 6* 
, as a ’headache' turtled out to be 
a situation th a t put th e Osborn 
family on the course that led to 
greater success and satisfaction. 


"The 
unpretentious 
farm house 
was 
improved 
and 
remodeled 
to ^ 
make a charm ing country home and 
I soon the Osborns realized th a t farm 
j life was w hat they wanted ” 
The article then points out th a t 
Osborn 
raises all his turkeys in 
confinem ent and sells them alive 
to wholesaler*, often as m any as t 
7 OOO 
to 
a 
single custom er. The j 
article quotes Osborn as saying h is ! 
record* show' Eastern S tates feed s' 
as more profitable th an any others 
he has tried. 


It gi\es details of additional de-, 
velopm ent 
at 
the 
Osborn 
farm . 
including a 47 by 146 rearing boud­ 
in 1945. C onstruction of a th ree-, 
| story cem ent block brooder house 
equipped with two warm air fu r­ 
naces and with sun porches on three 
sides In 1949. The unit can brood 
and carry to m aturity 6.660 turkey: 
j at five square feet per bird. A con-j 
vevor carries feed or crates from 
the 
first 
floor truck 
platform 
to 
the second and third floors 
In 1952 Osborn constructed a 40 
by 200 brooder house with a feed 
I unit in the center of the building, 
according to the article. T h eres a 
40 bv 200 sun porch giving a total 
floor space for 3.200 birds. At one 


H arrisburg hospital is reported im ­ 
proving 
He was stricken several 
weeks ago and the paralysis had 
affected his arm s and legs 
He is 
the .son of Mr. and Mrs. Ferm an 
Speck. 
Mrs. 
H arold 
Speck 
and 
daughter are staying a t the home 
of her fath e r and m other-in-law . 
John Fichelberger. w'ho last week 
killed three m em bers of tile Snavelv 
fam ily then killed him self, was a 
resident of this com m unity before 
m oving 
to York County. At one 
tim e he lived on the farm 
now 
owned bv Norm an S tarry, U. S 15. 
He had a public sale there. 
F erm an 
C hronister, 
H arrisburg. 
visited his m other. Mrs, Ella S trem - 
mel, this week Mr. and Mrs. H arry 
E. 
Trofctle. 
Mr. 
and 
Mrs. 
Clan 
T rostle spent Sunday at Johnstow n 
with Mr. and Mrs Jerry Trostle 
Tile Ladies of the Fire Company 
Auxiliary 
will 
serve 
refreshm ents 
at the corn party which will be 
held each W ednesday night in the 
Fire Hall. 
Mr. and Mrs. Harry G ilest have 
returned to their home at St. Lucie. 
Florida. 


FRIGIOAIRE 
MAYTAG-EASY 


fBRIWURf anil RPPllflflfa 


SH**1 


CARLISLE, PA 


end there's garage w ith a six-room 
apartm ent over it for one of the 
farm 's employes. The farm has its 
own power plant in case of in ter­ 
ruption of electrical service. 
H ie article points out how Osborn 
has taken advantage of terrain to 
arrange his buildings on tile steep 
hillside 
to 
term s 
supplies 
and 
turkeys to be unloaded and loaded 
at convenient level*. The slopes also 
put 
the sun 
porches so high a 
crew can work under them with 
tractor and m anure spreader 
Tile 
m anure Is sold bv the IOO-bushel 
loads to fruit growers nearby 
He 
sold 160 loads last year 
Printing, T urkrss. 1r;ivrl 
According 
to 
the 
article. 
"An 
alarm system w arns if th ere’s so 
m uch as a Ave degree tem perature 
change in any brooding unit. Brood­ 
ing 
operations 
are 
so 
skillfully 
m anaged th a t Osborn conies close 
to raising ail the birds he buys 
In oilier words, m ortality is no? 
m uch more th an the extra poults 
supplied by Hie hatchery. 
"Wrhile his turkey operations have 
grown 
larger 
th an 
m any 
I arm s 
specializing in tins crag), they are 
not Paul O sborn's only interest He 
owns 
and 
operates 
the 
Osborn 
Printing Co. in 
Biglerville 
which 
does 
Job 
printing 
for customers 
from M aine to Florida and west to 
Ohio. He has un apartm ent prop­ 
erty. too. in Biglerville 
And more 
or less as a hobby, he travels to 
such Interesting places as Florida. 
Cuba. Mexico and Central America, 
m aking color movies w hich he builds 
into 
travelogues 
and 
shows 
at 
civic clubs, churches and schools as 
a professional lecturer. T hat's w hat 
this turkey 
farm er does 
between 
the close of the turkey season and 
the arrival of the next 
flock o! 
poults. Next on hts schedule is a 
trip in February to Hawaii.** 
Make Thanksgiving 
a dag of plenty 


For Thanksgiving, you want 
the best—and plenty of it. 
That calls for a caste of delicknn 
Coca-Cola. Keep your 
refrigerator atocked with 
ice-cold Coke. 


the Best Dressed youth usually 


wear ABBA RLL from 


' o r\ t h e 
s q u a r e 
• ■ YOUTHFUL OSU 
C A R L I S L E . P A . 


FREE PARKING 


WHILE YOU SHOP! 


One of the Kine*! Men’s Stores in Central Pennsylvania 


KRONENBERG^ 


ON THE SQUARE IN CARLISLE 


To Our Many Friends 


And Patrons 
THANK YOU 


On the Occasion of Our 
20TH ANNIVERSARY 


This week marks the twentieth anniversary in our 
business career . . . 20 years filled with the pleasant 
task of making hundreds of friends and having 
them say nice things about Snyder’s Store in New 
Chester. 
We deeply appreciate your patronage and we pledge 
our continued efforts to give you the best in service 
and quality. 
In case you haven’t been listed among our cus­ 
tomers, be assured that the welcome mat is always 
at our door. 
SNYDERS STORE 
NEW CHESTER. PA. 
Edwin Snyder. Prop. 


Note: Our store will be clotted all day Thanksgiving Day. 


2 4 Bottle Case $1*00 


Plus Deposit. Plus Tax—At Your Healer 


B o n ito UNOt* a u th ority o f tnt c o c a c o i a c o m p a n y iv 


------------- YORK COCA-COLA BOTTLING WORKS. INC. 


2611 F.. Market St. 
Vork p* 
“Cat.* - • 
fHt COCA COi* company 


K a w TIRE COMPANY 
Gettysburg's Winter Tire 
Headquarter 


4 POPULAR TREAD DESIGNS 
COOPER COLD RUBBER NEW TREADS 


„ S8.45 
670-IS 


12 Month Road Hazard Guaranteed 


SI7.F 
I 
p r i c e * 
SIZE 
PRICE- 
650-16 
S11.04 
710-15 
S11.92 
650-15 
10.96 
760-15 
12.93 
700-15 
12.93 
800-15 
14.29 
640-15 
I 
9.44 j 
820-15 
14.29 


•K IT H V O IR 
S O IN I) CASINO-—PRICK OF 
! IN I TREAD 


2 WAYS TO BUY 
I;? . 
• 30 DAY CHARCE ACCOUNT 
• EXTENDED TERMS TO SUIT YOU 


UNCONDITIONALLY 
GUARANTEED 


FOR 18 MONTHS AGAINST 
ALL ROAD HAZARDS 


TOPS in Quality 
LOW in Price 
Cooper 
■ M e a n • < 
TIR E S 


ll 
I 
LIMITED QUANTITY 
A (lr*' 
r 
FACTORY BLEMISHED 


•Ic 


ct 
I 
N 
T 


TIRES. MOST SIZES. 


Blacks & White* in Stock 


EASY TERMS 


SARAN 


AUTO_ _ _ 


SEAT 


COVERS 


SEALED IN 
CQ QC 
PLASTIC FIBRES 5 3 . 3 J 
DE LUXE e i e OC 
PLASTIC M 0.33 


TOP QUALITY 
BATTERIES 


Guaranteed >alf Prier* 


36 Month* SI 5.95 


*4 Months S13.95 


IR 
Months $10.95 


9 M onths S 9.95 


•I w hang# Price 
I or Most C ar* 
K SW TIRE CO. 


GETTYSBURG TIRE RECAPPING SERVICE 


JOHN FITZ, MGR. 


104 Carlisle Street 
Telephone 1238 


FREE PARKING IN REAR FOR OUR CUSTOMERS 


Store Hours: 8 to 6 Daily — Saturday 8 to 9 


OUR OWN <7*vA & u m icL M I W 
FREE PARKING 
F A I R F I E L D 


theme “Lutheran Missionary Work 
Being Done In Japan.” 
The Rev. Verle Schumacher, pas­ 
tor of Zion Lutheran Church, and 
tile Rev. Mark Michaels, pastor of 
St. Johns Reformed Church, and 
George Inskip, supervising principal 
of the Fairfield Jointure, attended 
the 
Pennsylvania 
Association 
of 
Probation and Parole meeting held 
Monday at the Pennsylvania In ­ 
dustrial School at WTiite Hill. They 
heard 
a 
discussion 
on 
“W hat 
Juveniles Think of Juvenile Delin­ 
quency.” The narrator in charge of 
the 
panel 
discussion 
was 
Judge 
Shugart of Cumberland County. 
The Girl Scout Troop Committee 
will meet Thursday evening at the 
town school building. 
Roy L. Robison, U M ., stationed 
at Bainbridge, Md., spent the week­ 
end with his aile at the home of 
her mother, Mrs. Fldith Scott. 
The Catholic Bishop’s Clothing 
Drive for the needy in Europe. 
Korea. Near and Far Feast 'Alii be 
held the week of November 22 to 29. 
Anyone wishing to contribute cloth­ 
ing is asked to leave it at the 
rectory. 
Tile Women’s Missionary Society 
of Zion Lutheran Church is spon­ 
soring a clothing drive for those 
in need in other parts of the world. 
The 
drive will continue througn 
November and will close on Monday, 
November 30. Contributions may be 
left at 
the parish house. 
Tile annual Unlnon Thanksgiving 
service will be held at the M en­ 
nonite 
Church 
at 
8:30 
a rn. 
on 
Thanksgiving Day. 
Sunday. December 6. has been de­ 
signed as Lutheran World Action 
Sunday and will be observed in Zion 
Lutheran, Fairfield. 


Sventy-flve 
members 
of 
the 
Seventh and Eighth grades were 
present at a party held at the high 
school Friday evening. Members of 
tile faculty who were present and di­ 
rected activities were Mr. Sheely, 
Mr. 
Glenn, 
Mrs. 
Newman, 
Miss 
Krug 
and 
Miss 
Weissenfluh. 
A 
party, sponsored by the faculty, for 
the student body of the Senior High 
School, will be held Thursday eve­ 
ning at the high school. 
Progress 
is 
reported 
on 
the 
gymnasium under construction at 
the high school. Tile large steel 
beams are being placed this week. 
It is expected th a t the west wing 
addition 
to 
the 
school 
will 
be 
finished and ready for occupancy 
early in December. 
Mrs. William Schultz entertained 
the 500 Card Club on Tuesday eve­ 
ning. 
Miss Delores Neely, Wilmington, 
Del., spent the weekend with her 
parents, 
Mr. 
and 
Mrs. 
William 
Neely. 


Fairfield 
Fairfield Com m unity N ew s 


Fairfield Mennonite Re-Decorated, Enlarged 


FAIRFIELD—Wilbur 
Sites 
and 
K enneth DeardorfT are or. a 10-day 
hunting trip in Michigan. 
A card party for the benefit of 
St. 
M ary’s 
Church 
Redecorating 
Fund will be held Friday evening 
in the church grove. 
The following program was pre­ 
sented at the reception Sunday eve­ 
ning in the Lutheran Parish House 
in 
honor 
of 
the 
newlv-installed 
m inister, 
the 
Rev. 
Verle 
Schu­ 
macher, 
and 
Mrs. 
Schum acher: 
Singing of hymns: invocation by the 
Rev. 
Harry 
Eeker: 
vocal 
duet, 
“Some of These Days.” by Nancy 
Sanders and Janice Myers; greetings 
by the Rev. Amos Geigley; piano 
solo by Lana Jean Sowers: greet­ 
ings by Rev. Mr. Ecker; selections, 
“Abide W ith Me” and “Stars of the 
Summer Night.” by Roy Musselman 
and 
Allan 
Weikert, 
tenors, 
and 
Merle 
K ittinger 
and 
William 
Schultz, bass; greetings by the Rev. 
Mark Michaels: piano duet by Mrs. 
Merle K ittinger and Mrs. Calvin 
Bream 
entitled 
“T hank 
We 
All 
Our God ’: greetings by the Rev. 
Helmuth 
Dyck; 
quartet 
number, 
“Steal Away;" presentation of gift 
to Rev. and Mrs. Schum acher by 
Calvin 
Bream; 
response. 
Rev. 
Schum acher; 
group 
singing, 
and 
benediction 
by 
the 
Rev. 
Schu­ 
macher. 
The annual Thank Offering serv­ 
ice. sponsored 
by 
the 
W omen’s 
Missionary 
Society 
of 
Zion 
Lu­ 
theran Church, will be held at the 
regular 
Sunday 
morning 
service. 
The guest speaker will be Mrs. S. 
McCartney, a returned missionary 
from Japan who will use as her 


STOP IN AND 


LET US HELP 
PLAN YOUR 


THANKSGIVING DINNER 


STOMACH GAS 
Taxes the HEART 
MEMBER COMMUNITY PURE FOOD STORES 


Check the Community Pure Food Store ad Thursday for 


Thanksgiving Specials and Helpful Hint* 


Gai» in the stom ach forms pres­ 
sure. crowds the heart, causes bloat, 
"gassy” catches, palpitation, short­ 
ness of breath. This is frequently** 
m istaken for heart trouble. 
SYS-TONE Is helping such gas 
"victims" all over Gettysburg. Taken 
before meals Sys-Tone works with 
your food. Then gas pains go! This 
new medicine contains Ten Herbs, 
Vitamin B-l 
and 
Iron. Enriches 
blood, builds energy, makes stronger 
nerves. Gas-filled, worn out people 
soon feel like new. So don’t go on 
suffering. Get SY S-TO N E-Peoples 
Drug Store. 


DALE E. CLARK’S 


Th# Kpper photo f« en evertor vfew of enlarged and redecorated Fairfield Mennonite Church to he con­ 
secrated at ‘■pedal servW s satu rd ay and Sunday. A newly installed organ, a memorial to the late C. H. 
Musselman. a!*o will be dedicated at the weekend ceremonies. The lower picture la of the Interior of the new 
educational unit. 
'Photos by Lane Studio) 


A fellowship hour and tea sponsored 
by tile Women's Service Guild will 
follow the recital. 
Marted In 1942 
A project under way since 1942 
when a building fund was initiated, 
the educational building is 40 x 60 in 
sire and houses a large assembly 
room, three class rooms, a kitchen 
and a nursery. The structure is 
finished throughout in a natural 
grain wood with gray and red tile 
flooring. White drapes compliment 
light blue-green walls. 
In October. 
1951, after several 
years of intensive study of various 
plan* and locations* the congrega­ 
tion finally approved a building pro­ 
gram. Actual construction proceeded, 
step-by-step, as funds became avail­ 
able. 
New completed, the overall project 
Is dedicated not as a finished pro­ 
gram, but, according to Helmuth ; 
Dyck, acting pastor, as the opening 
of a new chapter of increased serv­ 
ice to the Christian religion.” 
New Heating System 
A new heating system has been 
installed within tile education build­ 
ing. where pews of light oak blend 
with 
natural 
pulpit furniture 
to 
create an impression of unity. 
A driveway leading to back build­ 
ing parkuig spaces has also been 
constructed 
The Fairfield Mennonite Church 
was dedicated officially in August, j 
1927, w ith the Rev. Mr. Geigley serv­ 
ing as the congregation s first minis­ 
ter. 


Cailed Pastor In 1943 
Iii 1943 the church called its first 
full-time salaried minister and has 
since been served by the following 
pastors: 1943-1950, Rev. G. S. Stone- 
back; 1950-1951, Rev. B. F. Waas, 
and 1952. Helmuth Dyck. Mr Dyck 
was onguially on assignment from 
tile Mennonite Biblical Seminary. 
Chicago and is now a candidate for 
ordination to the full ministry. 
The Fairfield Mennonite Church 
remained an independent unafflll- 


I ated 
congregation 
until 
the last 
decade when it joined the General 
Conference Mennonite Church. East­ 
ern District. It also maintain* con­ 
gregational membership in the Na­ 
tional Council of Churches of Christ 
in the United States. 


' ' G o l d e n 
H o u r " 
clock 
a b s o lu te ly 
f r e e I 
U t t e r l y 
u n iq u e . . . utterly 
n e w , 
y o u 
can't 
to o h o w it wark* 
vat it g ive* tplit- 
ta c o n d 
accu racy! 


Golden Hour ELECTRIC CLOCK with any 1954 


MANY 


OTHER 


SPECIAL 


VALUES 


Television Console 


Special offer, celebrating 25 yearn of Philco electronic leader 
ship. You SAVE by buying now. Come in. ask to see this 
21-inch Philco 4102 with screen as much as 30 aq. 
inches LARGER than other 21-inch sets 


niniiiniin:iI p 
h 
i 
l 
c 
o unum 


STARTING WITH 


TOP-QUALITY JUICY. TENDER 
*T T U R K E Y S 


f 
S S flS 


TREE ot Choree 


FUNERAL H O M E S 


Fairfield, Pa. 


Emmitsburg, Md. 


PHONES 


Fairfield 6 
Emmitsburg 88 


F L O W E R S 


Dawson and Robert Miller 
FAIRFIELD, PA. 
PARK AND SHOP CONVENIENTLY 
PHONE r AIRFIELD 80 
C R E M E R S 
HANOVER 
PA 
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Times Classified Ads Are Short Stories That Are Best Sellers! 


ANNOUNCEMENTS 


Card of Thame* 


NOTICES 
FOR SALE 
FOR SALE 
REAL ESTATE 


We wish to express our sincere 
thanks to friends, neighbors and 
relatives for their m any acts of 
kindness, floral tributes, .sympathy 
cards and gifts at the death of our 
husband and fath er. John Bupp. 
TH E FAMILY 


Spacial Notice* 
M iscellaneous 
17 
Pets of AU Kind* 
27 


NOW OPERATING OUR OWN 
ABATTOIR 
We Kill And Sell Q uality M eats 
LOW ER’S COUNTRY STORE 
Table Rock, Pa. 
Q uarters Of Beef At W holesale For 
Your Home Freezer 


To the people of G ettysburg: We 
w ant you to know th a t your kin d ­ 
ness and untiring effort to locate 
our fath er durine his absence i? 
more deeply appreciated th a n words 
of thanks can express. 
THE RIDDLE FAMILY 


14 ALBI .VIS from which to choose 
your im printed C hristm as cards 
Also 
large 
variety 
of 
counter 
cards. T ie C hristm as Card Shop, 
T hom as Bros., Biglerville. 


WOOD AND coal burning ranee, 
good 
as 
new 
C a’! 
Biglerville 
272-W, evenings or apply G ilbert 
Lupp. F o u rth St., Biglerville. Pa. 


MEA DE II A VEN 
COLLIE 
K ennel 
AKC Registered Col1.es. Fairfield 
Rd., R 2. G ettysburg 


G IR L S 
ROLLER skates and 
ice 
skates, size 7HsJ baby carriage: 
m an’s new boots size 9. Apply Bt 
227 W. Middle St. or call 321-W. 


3 HED Persian cats; 
AKC regis­ 
tered bull pup: small toy dogs. $5 
and up. Call Fairfield 112-R-13 


u 
I, 


EDUCATIONAL 


Poultry and Chick* 


House* tor Saie 
37 


28 
_— I 


■ j, 
3 II.P. reconditioned elec­ 
tric 
m otors. 
Reasonably 
priced 
Apply at 241 N. S tratto n St., or i 
phone 633-X. 


LIVE POULTRY H ighest cash m ar­ 
ket prices. 
Vrite 
Alton 
G ro ’.h 
Spring Grove, Pa. Box 404 


BHK K BANC ll type house, 7 room s 
E. W. Toddes, Biglerville Rd. Tele- J 
phone 878-R-3. 


JR SALE: Home In G ettysburg, 
129 N S tratto n St., 6 rooms and 
bath. autom atic heat, on lot 30x 
150, including shop 30x50, m odern 
and in first class condition. For 
inspection phone 141-X or 1220 
G ettysburg. 


SERVICES OFFERED 


• 
TV Repairing 
76a 


TV REPAIR service, also radio and 
nnall appliances G ettysburg Ap­ 
pliance Store, rear 20 York St. 
Phone 1231 


NOTICES__ 


Lost and round 


Instruction 


I FOR SALE: U niversal ironer in v<*k1 
I j ; 
condition; new coal heater, never 


( KMENT BLOCK house, 3 room- 
1a bath. 2 i A , hard road. 7 mi. 
G ettysburg. $1,500 A C. G arland. 


LEARN TO PAINT 
YWCA. Lincoln Square, offers tile \ 
— ..... ■ ■ -— ---- -------- 
----------------- following c o u r s e s ; Tin at d furniture , 
LOST: 
MALE St. Bernard, answers 
I \y j >hn C Byers, class starts F r i- J 
to nam e "Colonel." Reward. 
Law- ! day, November 27, 7 p.m. to IO p.m.: I 
rence Crouse, call 129 or 888-R-22. j <41 painting bv E rnest K rape, class { 


VOUNG G I I NEAS, alive or dressed 
Franc!* Cujp, between S c b riv e f» | 
^ i u r T 'u t t f w t o w n .' P a y p h o n e 
Corner and Table Rock, p h o n e ; 
1-17 
979-R-21 
* 
used. 4-room capacity, loo lbs. of J 
’ 
_______________ 



r M,Zu 
w 7 
w-----------------« --------- 
« “ * * » ,UUn* C" “ 
i r o n S A L E :G eese. al,ve or d r e . ^ . R .^d % 
Y 
I ^ 


9 7 1 -R - 1 2.-------------------------------------------- g 
^ 
“ 
! B a th - 
- 
DRV WOOD $9 per load 
V. O. 
Baker, G ettysburg R. I, Pa. T ele­ 
phone 840-R-22. 


LOST: WALLET con’alnir.g valu­ 
able cards and money a* B road­ 
way or Baltim ore St 
Please re ­ 
turn to Earl K auffm an, 147 W. 
Middle St. Reward. 


LUST: RED wallet in Littlestown. 
vie. 
M arvin* 
Drug 
Store 
and 
Towr.e T h eater ‘C ontaining .m- 
portan* pt ;*ers. Notify Mr- F ra n ­ 
cis I. W eaver, G ettysburg R. 5. 


LOST: III STIN G dog (black white 
and tan beagle ho md» on farm of 
H arry Almony. near Barlow. Lib­ 
eral rew ard ft b trt A K ram er, 8 
East High S t. W indsor, Pa. 


sta rts W ednesday, December 2. 7 
p.m. to IO p.m. Tuition: 8 lessons, 
$10. Call YWCA for inform ation. 


EMPLOYMENT 


• 
Male Help Wanted 
13 


MAN WANTED for factory work, 
40 houri, 5-dav week, hospitalize- 
• on b« refits, paid vacation, Apply 
in per 'n, THetex Corp.. 4 . miles 
east of G ettysburg, on Rv 30. 


W ANTEDt MAN for work on poultry 
farm , ye»r-around work. G lenn 
Cromer, Dillsburg, phone 57-R-13. 


Special Notice* 


FOOD SALI E t’, NOV. 21, 8 am 
W elshaar Bro* 
Store, Baltim ore 
B- Benefit Queen of Peace C oun­ 
cil No. ll. 


A ALW I HHH I self, Cit u 
Ti XBI 
bu.'.ding. Nov, 28 
B argains 
for 
everyone in qn Ii*y u 
I c k ’hing, 
•W hite El pham s" and f<*>! 


C UU) FA R T V. Nor 
20 at R n o 
a t St. M arys 
Grove. F a.rf.eld. 
Ii* '.>r prize, turk*' 


M \N V\ ANTED: For splendid Raw- 
leigh business in G ettysburg, L it­ 
tlestown, M cSherrystow n and New 
Oxford, Experience not necessary 
but will nee * a car Buy on tim e 
and pay as you sell. For details 
and personal interview arite Raw- 
h ig h 's, Dept. PNJ-623-216, C hes­ 
ter, Penna 


CLERICAL P O B rriO N 
Open At 
.Hotel G ettysburg 


7-PIE l E OAK bedroom suite slightly 
used. 
Call 
Biglerville 
288-R -ll, 
Mrs. W illiam Stull, Table Rock 


WOODEN SHED In good repairs, 
20x35 ft. John B. Peters, R te 94. 
G ardners. Teephone York Springs 
71-R-15. 


HOME AND auto supplies: F ire­ 
stone tires; 
accessories; 'h am .-; 
A nti-Freeze; 
Full line of ch il­ 
dren's toys. W agner's Service S u ­ 
tton. Biglerville, Pa. Phone 125-R. 


"WE HAVE n r 
r 
Plum bing Supplies 
Pipe Fittings 
Fishing A- H u rlin g Licenses Issued 
LO W ER S COUNTRY STO RE 
Table Rock, Pa 
o p en 7 a rn. to 9 p.m Daily 


FOR 
SALE: 
P heasants, hen 
and 
cock birds, 12 fa t "leers, also gees*’ j 
Apply R alph A. W hite, 15-25 N. ; 
Queen St.. Littlestow n, Pa. Phone 1 
27. 


DRESSED TURKEYS, geese, duck" 
and fryer chickens. W ill deliver. I 
G arland 
W 
Baker, 
G ettysburg 
R. I, Phone 840-R-22. 


ge frontage. 
Price 
reduced. 
Apply 
P. 
Emory 
W eaver, Salesm an for DANNER’S, 
Littlestown, Pa. Phone 59-J. 


LEGHORN FRYERS, 3 lb., 28c pe: 
lb. K enneth Biesecker, O rrtannn. 
Pa Phone Fairfield 920-R-21. 


RIDGE 
AVF. 
new 
5-room 
brick 
house. All conveniences Autom atic 
oil heat. Reasonable price. For in ­ 
form ation 
and 
inspection 
call 
785-Y. 


PROPERTY 
IN Biglerville I m 
fo u rth St., house and 2 extra lots 
G arages and outbuildings, $8,000 
Call Biglerville 272-W evenings 


Business Properties 
38 
W anted lo Buy 


W ANTED: 
Sm all A rificial Fireplace 
Telephone 708-X 


29 


W ANTED: HE W Y fowl, 5 lbs . and 
up, Meyers Poultry’ Farm , phone 
G ettysburg 961-R-15. 


I OR SALE: Building suitable for 
business or m anufacturing. 5000 
sq. ft. floor space. Adequate a d ­ 
dn Iona I space. Call 386-W or 689 


AUTOMOTIVE 


CROTCH 
M \ HOG ANY 
Colonial 
sideboard. Apply at 321 Carlisle 
St., or phone 1120. 


CHILD'S 2-W HEEL sidewalk bike 
child's car or truck to ride. Call 
467-Y. 


Automobiles for Sale 
46 


PENNY BINGO ***• 
W ednesday 
livening 
tartin g November 18 
8 
pm , a* York Springs fire hall 
Cash lack poi Sponsored b> York 
Springs Fire Co. 


c m iN T M A l AND bake sale Dec 
12 at 
8 a rn 
S hank's H ariw 
S*o re 
Benefit 
Church 
of 
the 
B rethren, Biglerville Rd. 


BINGO: EVERY I nursoay night at 
8 OO 
Ore*! im ount 
Com munity 
Fire Hall C ash jackpot 


TURKEY SUPPER 
M* 
Joy 
Parish House 
S aturday. December 5 


FOOD S IU :, S aturday 
November 
21, 
8 
a m . Service Supply Co.. 
York St. By R ebekah Lodge. 


DRESSED TC It KFY-' and chicken* 
wholesale to religious organiza­ 
tion*. 
fire com panies and 
gun 
e tbs M eyers Poultry Farm , ph -ne 
G ettysburg 961-R-15. 


ANNUAL TURKEY supper bv The 
Always Fai hful Sunday School 
class and bazaar bv the W illing 
W orkers of York Springs L utheran 
C hurch, a t the York Springs fire 
hall. Nov. 21. * to 8 pm . Price 
adults l l 25, children 60 cents 


PA R T-TIM E O PPO RTU NITY , sev­ 
eral men in G ettysburg and vicin­ 
ity-, average earnings $25 to *50 
for 14 Sours To arrange personal 
interview call Carlisle 2869-J to­ 
day. 


MECHANIC WANTED 


M odern Shop—Excellent Work* 
mg 
C onditions- H ospitalization 
B enefits V acation W ith Pay 
Ex perience Necessary — 
R efer­ 
ences required. 


Apply To: 
Melvin * B utch” Rau 
Service M anager 
WARREN CHEVROLET SALES 
G ettysburg, Pa. 


USI ll AC’ROSONIC Baldw in spun : 
piano, 
reasonable, Julius Music 
House 
143 VV. M arket SU York. 
P a . phone 5760. 


USED TVF.RLIT7.ER spinet piano, 
only 2 year* old, term* if desired. 
Juliu* Music House. 143 VV. M ar­ 
ket St.. York. Pa., phone 5760 


STEINW AY G R IN D piano, model 
L, STO3/ ’, 98a new. Will sacrifice 
Term s 
if 
desired. Julius 
MHGC 
House. Inc., 143 W 
M arket St , 
York, Pa. 


Christmas Gift* 
29a 


ALL TARS REDUCED 
GUARANTEED 
W INTERIZED 
INSPECTED 
GOOD SELECTION OF HEW CARS 
SPECIALS TH IS W EEK ONLY 
$1195 
1095 
1095 
895 
85 
65 


PORTABLE H P F PL AC E ; 2 com ­ 
plete 
bedroom 
suites; 
G. 
E. 
sweeper with attachm ents: M ay­ 
tag w asher. All like new. 9 H an ­ 
over St. 


YOUNG GUINEAS, $1 each. Also 
young Leghorn roosters, 2 0c a lb. 
Telephone 
Biglerville 
221-R -ll. 
Roy Tate, 


T V PK W R IT E r » FOR C hristm as A 
p u i R aiser 4-4l RAH 
d e p o rt now 
will hold one for 
u v Oldsmobile 4-dr.. RAH. 
C hristm as delivery. An ideal gif* 
1949 pontiac 4 -dr 
RAH 
for student or any m em ber of 
^ 4 9 chevrolet 2-dr H 
family. Royal Portable and o th ers 
oldsm obile 4 -dr.. H 
o th er m akes. 
Phone 
101, C. L. 
1935 chevrolet 2-dr H 
Eicholt*. New Oxford. Pa. 
; 1950 chevrolet 2-dr.. RAH. 
D . y 
. . | m 
1950 Pontiac 2-dr. RAH 
H c V IT A L S 
1950 Chevrolet 2 -dr., RAH.. P O . 
------------...------ ——-------— 
— - 
' 1949 Pontiac 4-dr., RAH., Hvd. 
• 
R o o m s lo r R e n t 
30 
1949 pontiac 
Min 
ope. RAH. 
---------------------- — 
------------------------------ 1949 Buick 4-dr., RAH . Dvnaflow 
F U R N I A II E D HOUSEKEEPING 
1948 P intiac sdn. coe RAH Hvd 
trailers. Also large room suitable J 1948 Pontiac 4-dr., RAH 


• 
Business Opportunities 
80 


BEAUTY SHOPPE for sale or re n t: I 
C entral location, m odem equip­ 
m ent, good business,* reasonable 
lent, good lease. W rite Box 17, 
c o G ettysburg Time*. 


LFGAL NOTICES 


A DM INISTRATO R'S 
KOTICK 


In re : 
E state of Harr*.' 
Van Dyke. 
late of Hut!. ? T ow nship, Adams County, 
Pennsylvania, der aa**'!. 


L etters of A dm inistration on the estate 
of the above named da*>*-!*»nt bavin* bran 
duly granted t.* the undersigned by the 
U .gister 
of 
Wills 
of 
Ad«m« 
County, 
Pennsylvania, ail persona indebted t*> “aid 
estate are re u n ite d to make immediate 
pa. ment, 
and 
those 
having 
rlaim* 
to 
present the sam e without delay, to 
M A R L IN H. V A N D Y K * 
I 
Administrator 
R D. % 
t.ettyaburg, Pennsylvania 
Or tot 
s ‘.v ope. Brown A Swop* 
Attorney* for the 
t,etty*burg. Pennsylvania 


NOTIt E 


U ra te 
of 
R o'- t 
f.ar-et-on, 
d«>.-ea«e.f, 
late of M. nalien Tow nship, Adano C.. h t> 
Peonayivania. 
N ot tee 
is 
hereby 
given 
that 
Letter* 


T ea'a men tar* upon the estate of the above 
doc od* n t 
have 
been 
g»ant.*d 
unto 
the 
! undersigned by the Register of Will* of 
Adam* f o u n t), P e rtiajrham a; all person* 
ha mg 
Haim* 
or 
dem ands 
against 
the 
-state of said decedent are raqu# ted to ; 
I make known 
the sam e and 
al! person* I 
I indebted to aaid <i*'*-a«1a»tt are requeated and 1 
I required to m ake paym ent w ithout dels) ! 
unto the undersigned. 
CAH ERON R. •. \ RRF.TSON 
flo ra Dale, Pennaylvania 
M MUSH SLI* S. GARRETSON 
143 Cham bersburg S tree t 
• .fttyahurg. Pennaylvania 
Fxeeutora of the Will of R.d«ert 1 
t.arret'on, daeea-rtt 
Or to ♦ tve-Ir uttom ev 
J. I. Yake Jr. 
! Cett) sbu-g, P entityhat. a 


The 
Getty ahu g 
Join' 
Srbowl 
bv stem 
oolirit* hid* to furnish 12 table* and ““ 
; ehair* for the rafeteria. Speeification* are | 
available at the offer *»f the H fro t* rjr, 
High Sehoo! Ruildir g 
I 
A I! b'd» m ust he *qi*fnit%ed to the *ee- 
re ta T on or before 4:Od p.m. December j 
14. IH I. 
The Board reserves the right to arren t 
j or re.:ret any or all hid*. 
K E N N E T H <• 
R E IN H A R T JR. 
See rotary 


H 
P 
I 
I 
J S M 


N E W 
E N V O Y —. Hemp- 
•ter McIntosh of Philadelphia, a 
foreign trade expert, has been 
given 
retest 
appointment 
by 
President Eisenhower to be am­ 
bassador to Uruguay. 


aft 
;iey 


ALLEGED BOSS 


TRAPPED BY TAX 


SAN FRANCISCO 
A federal 
! prosecutor said today liquor lobb 
j lit A rhtur H 
Sam ish’* failure to 
deduct a $5,000 loss on a drv oil 
, well led to his conviction of in­ 
com e tax evasion. 


The portly lobbyist, who once 
boasted he was the "secre t boss 
of C alifornia.” Is subject to pos­ 
sibly 40 y ears In prison. 


Sam ish, whose secret boas boa-; 
w as m ade to a C ollier’s m agazine 
w riter, 
w as convicted y esterd ay 
of having exuded $71,878 in lnconv 
taxes in 1946 through 1950. TU* L 
subject to m axim um sentence of 
' five y ears and $1 0 ,0 0 0 fine on each 
of eight counts, plus taxes. Interest 
and penalties. 
Plans To Appeal 
He declined to com m ent except 
th at he will appeal. 
V S. Atty. Lloyd B urke related 
today th at 
internal 
revenue 
ex­ 
perts on the verge of quitting th**»r 
investigation of S am ish’s incom e 
found a clue in a letter w ritten 
by Tevin M orros, southern Cal - 
fornia and T exas oilm an, to the 
250-pound. 55-year-old lobbyist. 
In th a t letter. B urke said, M or­ 
row expressed reg ret th a t a Santa 
Fe Springs. C alif., oil well in w hich 
Sam ish had invested $5,000 turned 
out dry. 


FOR S U E : One Fr. .a are electric 
range; one television aerial; power 
lawn m ower; all in good condition. 
Phone Biglerville 83-M. 


5\ ANTED: M AN for 1* .rk in cabin*’ 
room 
Apply in person Keystone 
C abinet Co,, L ittleto w n . Pa. 


Household Goods 
18 


for family. C all Fairfield 112-R-13. 1946 Pontiac sdn. ope . RAH. 
1941 Buick 4-dr., RA’H, 
j 1941 Oldsmobile club ope., RAH. 
1941 S u d eb ak 'r 4-dr., RAH 
; 1941 Oldsmobile club ope., R&H. 
1939 Mercury’ 4-dr., RAzH 
I 1939 PIvmouth 
4-dr., 
H. 
I 1938 Plym outh 
4-dr . 
H. 
ALL CARS FINANCED AT LOCAL 
BANK F 4 T F S 
j 
For the deal th a t is right nee 
RALPH A. W HITE 
Pontiac Salsa and Service 
15 N. Queen St. 
Littlestow n, Pa 
Phone 27 
Open Evenings Until 8:30 


In rr: 
butat? of Ralph H 
Roamer, lat# 
.if Mrnallmt Township. Adam* County. 
Pm ntylvaW *. 


FOR RENT: R"om for students, 3 
block 
from 
college. 
Apply 
23 
M um m s-snug St. 


FOR RENT: 
Large Furnished Bedroom 
Appl’ 
118 E 
Middle St. 


• 
Apartments tor Rent 
31 


4-ROOM APARTM ENT, C ham bers­ 
burg S 
First floor. W rite Box 20. 
c o The G ettysburg Times. 


h 


Female Help 
IS 


YORK PLAYER plan , pf Iced for 
quick sale 
Apply Albert L. Boe- 
zerm an. Raft Berlin R. I. near T it" 
C hurches 
BEAUTICIAN TY ANTED: Should b e l -------------------------------------------------------- 
experienced in att phases of beauty FOR 
S ALE: 
2-piece living 
room 
culture, Pay will depend on ex- j 
suite with m atching blonde end 
Re lienee 
and 
following. 
Phone i 
'ables Call 9Stf between 6 an d 7 
Mr? 
Swabv, 
G ettysburg 
30-Y, I 
p m. 
20-W or 49-Z -l. 
— 


MODERN 3-ROOM ap artm en t with 
bath. 
electric 
stove, 
autom atic 
hot w ater heat. 247 Baltim ore St., 
See John H Basehor*. 


Not lr? 
i« 
h#r#t 
*!■ rn 
'h at 
I.rt 
Testam entary u ndrr th? last «b l and ta 
I man* of th? aba* «* named it** adm i ti 
►wan v unto! unto • h- nod. < -iglu-! h; 
Register of Will* of Adam* < aunt 
| tfhranla. 
Alt 
panam a 
having 
rlnm n 
J dr ma lid* against th? a-tats* of said 
I fadant ara rrsjuaatad to n aka known 
I Varna and alt parson* indahtast to th# I 
daradant a i f 
r«siu-st»*«} and 
raqiltrad 
m at- pa im At a it hon' daiay unto tint 
dar»ign«-l. 
ELLA C. HEA MER 
ft V 
It, S 
BtllarviRa, IVnn»> U unia 
fir to har attornrj-m 
It iHalt A hullrit 
kirat N atio ral Hank BuUdins 
i Gattjraburg, 
f‘ann<<yt* ania 


tam 
ala ­ 
la v a 
the 
tu t­ 
or 
do­ 
th* 
laid 
to 
LU­ 


TU n 
APARTM ENTS, 
one 
four 
room, one five-room Apply Book 
m art. 


ANNOUNCING! 
VEU 
I cation of 
F A* M M"*tor*. 61 Buford Ave 
Phone 167-Z. A tlantic Service 
Used Car? F rank F. Forrest. 


N O T IC I! W F m ill re* *»tve no poultry 
until 
afte r 
Thanksgiving 
Will J 
buy every M unday and Tuesday, ■ 
as usual, scarting Nov 30. R J. 
Brendle, New Oxford, Pa. 


CONCRETE SEPTIC TANKS 
300-I&1. - 500-gal 
8 oid—Cb*aned—Installed 
F H A APPROVED 
M at H W est Fayetteville. Phone 78 


NOTICE! 
ERNEST H artm an will 
sell at 
M rs. Roy H eckenluber b J 
sale, Arendtsville, on 
Saturday 
Nev. 2 1 . a lot of lum ber of various 
a n e t and lengths 


Farm and Garden 
22 


Side Of P i 
Beat, $35. $38 
C 
.Stanley H artm an 
Telephone 1228-R-2 


Livestock 


\M HI I Itll s U t) M \s of character 
— 
education, refined, 26-60 
for 
a i 
M arshall Field fam ily-owned e n ­ 
terprise, experienced In teaching, 
club or church wurk. Must 
be ~— 
rt-rtdv accept position by Nov. 25 ^ 
and desirous rendering service of 
national im portance. Be capable f ggVEN BRED Angus heifers 
earning about $4,000 annually, For 
kical 
Interview, 
write 
fuLv 
to 
George Bye, P O. Box 3585, C hi­ 
cago 54, 111. S tat# awe. educa’ion. 
experience, phone num ber. 


25 


Also 


Biglerville 925-R-13. 


b i n g o E M R Y Friday night. 7 :4 5 . 
Aspers Fire C o. Aspers, Pa. Prizes 
- ’urkeys. 


SAR i l l 
COVENTRY. 
In c . 
ha< 
opening for wom an a ith car. No 
Investm ent, collecting or canvass­ 
ing. E arn *40 or more weekly in 
spare time. W rite Box 19, c o The 
G ettysbuig Times. 


For Sale I F at Hog 
Jo h n H. VVarrenfeltz 
Fairfield Station 


PIG S. HAM PSHIRE and B erkshire 


TODAY S “O K ” SPECIALS 
T T Z l Z I 
i These C ars are W interized and S tate 
FOUR-ROOM 
APART5IENT w ith 
R.spected. 
D uring the 
m onth 
of 
a1! conveniences. Autom atic h eat. 
November we will include a set of 
At Foundaindale. Apply O m er'* 
new c h a in s w ith each Used C ar 
Store. 
i so w 
-------------- c h rv ro jPt 4 _d r 
R A , H 
• 
M ouse tor n o n ! 
3Z 
'5 2 Plym outh Belvedere c jie, RAH 
'51 Pontiac C atalina. RAH.. H vdra. 
'51 Ft .rd Victoria cpe., R A H . F ord- 
O -M atic 
*51 Nash Ambass.. H., Hvdra. 
’SO Olds. ’ 8 8 ' 2-dr., H , Hydra. 
50 Chevrolet Convertible, RAH. 
'■SO Ford 2-dr., RA H 
'49 Dodge 4-dr., RAH. 
'49 Chevrolet 2-dr., H 
'49 Chevrolet 4-dr., RAH 
'49 Chevrolet club cpe.. RAH. 
W ANTED: ROOM with puvate b ath 
'48 Chevrolet 2-dr.. RAH 
for m em ber of G ettysburg College I '47 P ontiac 4-dr.. RAH 
Faculty. Phone 1254. 
1 '47 Chevrolet Aero sedan, RAH 


SEVEN-ROOM 
HOUSE. All con­ 
verge net? 
At 
Fount*indale. Ap­ 
ply O rn er’s Store. 


W anted to Rent 
36 


IO 
heifers 
weighing 
about 
400 W ANTED: 2 or 3 light hou.seke* p- 
lb s . Robert 
C. Lott. T elephone] 
inc m om s for m iddle-aged couple. 
W rite 
Times, 
Box 
16 
c 0 
G ettysburg 


’47 Olds 2-dr., R A H . Hydra. 


5 pm . 
a -k for Ed Cooper. 


BLON DIE H A G W O O D 
W AKE UP/ 
' 
H EA P s o v e STPAskSE 
NOISES DOWNSTAIRS 


crossed. Don.*Id G arretson, 
tele- 
W ANTED TO ren t: 
G arage 
u ta r J 4 7 i>>dge 4-dr 
RAH 
phone Biglerville 
52-R-22 
alter I 
college. Phone G ettysburg 348-Y, 
I 47 plym outh 4 -dr 
RAH 
- ^ 
* 
j 
’47 
F ird 2-dr., RAH. 
I '46 Ford 2 -d r. RA H 
; "35 Chevrolet 2 - d r . H. 
] 
VILLAGE CHEVROLET, INC. 
Littlestown, Pa. 
I Open until 9 P.M. Except Sunday? 


j FOR SALE: 1947 Por.’iae 4-dr. Ap­ 
ply 
137 
E. 
King 
St., 
L ittles­ 
town. Pa. 


NOTICE 


E -tat* of ti* Shaft*** W hit* hm d. “ t*1* 
krn»»r a* Ida > W hitahaad. d«-< <*a*a<t. Lata 
I of 
M-T'allaft 
T o w n sh ip , 
Adam* 
C o u n ty , 
! F*n nay tv anta. 


j 
Motif# ta harahy ai*, an th at Let ta aa of 
1 A dm inistration 
upon 
th? as tat** pf 
th? 
I aho* - daradant 
ha* a iiaan if rant.-1 unto 
the undam ifnod hy th# Hagistar of Will* 
of 
ktlams fount)?, 1’ann*y|vam *. *11 par- 
: sons ha* tig claim s o r dem ands a iftim t th# 
astate of the aaid da- .siant a ra r#«iua*tad 
I to m at* known th# aam#, and all person* 
t indebted to th# said decadent ara raipiested 
and 
required 
to m ake paym ent w ithout 
: delay unto the u n d ersig n ^ . 
t HARLES 
E. W lflT i HF. VII 
Bos ltl 
A fetid!** ilia. Penn*) I* ania 
A dm inistrator of the astute of 
Ida 
S haffer 
W hitehead, ab o 
known a* Ida S. W hitehead, 
deceased. 
’ K eith. Hilham A darkie)’, atto rn * )a 
• I irs! Nation*) Rank 
Building 
J t«et»yahurg, Pannayh anta 


Today s Pattern 


S U N N Y W A V E — Laurie 
Daw ne has a big smile and a 
w ave as she soaks up the sun at 
Miami Beach and at the same 
time shows off her new embroi­ 
dered taffeta swimsuit. „ 


VILLANOVA NOW 
IS UNIVERSITY 


MEDIA. Pa. (iF—Villanova. one 
of the oldest Catholic colleges in 
the United States, form ally becam e 
a university today with the approv­ 
al of the Delaware County C oup. 
H enceforth the school, which ha , 
m ore than 5.000 students, will be 
identified as Villanow* U niverse . 
It is the second major P ennsyl­ 
vania school to m ake the saint* 
change within a week. Centre Coun­ 
ty Court last Friday granted the 
Pennsylvania State College p erm is­ 
sion to change Its nam e to the 
P ennsylvania State U niversity. 
V illanova. founded in 1842 by the 
A ugustinian O rder, traces its b e­ 
ginning 
to 
old 
St. 
A ugustine’s 
C hurch in P hiladelphia In 1795. and 
the St Augustine A cadem y, opetvni 
I in 1811. W hen ch artered in 1849. 
Villanova w as granted all the rights 
and privileges of a university, but 
w as identified formally as a col- 
lege. 


FOR SALE: 1949 Chevrolet pickup 
Thorn..* 
Halsey, 
511 
Steinw ehr 
Aw , c.tll 882-X -l, 


__ SERVICES OFFERED 


M iscellaneous 
47 


SCORCHY SMITH 


bPOUTING INSTALLED; stone or 
brick pointing; 
chim neys built; 
w ater-proofing walls. C. Stanley 
H artm an, phone 1228-R-2. 


IHC K I \( KETT'S all electric a p ­ 
pliance Rej>air, 36 E. Middle St. 
G ettysbuig. Phone 15-Y-l. 


DEAD ANIM ALS removed prom ptly. 
Phone Ru sell Shelter, G ettysbuig 
1046-R -12, or John Furry, L ittles­ 
town 319-R, Phone charges paid 


PROFESSIONAL MENDING on any 
fabric 
Reweaving, darning, etc. 
Mrs 
D 
B 
Shetter, 
Biglerville, 
phone 208-R 


• 
Moving-Storaqo 
47a 


LOCAL AND long distance serving 
26 Eastern states H E Brinker- 
huff A Sonx Lnc.. 120 Carlisle St., 
call 661 


• 
Septic Tank* Cleaned 
68 


SEITH 
T i N K s 
anc 
cess 
pools 
cigarito, 
S and r* 
Equipm en­ 
t s H VA eat 
Phone Pajette”lll* 
78 


• Watch and Jewelry Repair 74 


PROM PT SERVICE on all watch, 
jewelry and lighter repairing Gay 
Jewelers, IO Carlisle St.. G ettys­ 
burg 


Radio Repairing 
76 


RADIO REPM RLNG; alt makes and 
models. Bakers Battery Service. 


h Nut juAt n a ordinary jump* r. but 
one with new flaring princess lines 
(for day or date fabric."! Blou>e w ith 
(short or long .sleeves included in 
pattern. Perfect partners! 
No. 2506 is cut in sizes 9, ll, 13, 
15, 17. Size 13: Jum per, 2 \ yds. 54- 
Ln. Blouse w .th long sleeves, 2 yds. 
39-ln. 
_____ 
Send 
30c 
for 
PATTERN 
with 
Name, Address, Style Number anti 
Size. Address PATTERN BUREAU. 
The G ettysburg Times. Box. 42, Old 
Chelsea S tation, New York ll, N Y 
F*atte* na ready to fill orders im* 


N E W 
AM B A S S A D O R 
— Lester De Witt Mallory of 
Houlton^ Me., is the new I oiled 
States Ambassador 
to Jordan. 
Ile formerly wax counsellor of 
I . S. Embassy at Buenos Aires. 


President 


(Continued from Page It 
did not think congressional corn­ 
in: thro? .should continue th eir in- 
v*>ligation? along this line. 
The P resident l a u g h e d . Re­ 
porter". he com m ented, are alw ays 
trying to get him to say som ething 
about Congress. 
He . aid he acknowledge* that 
C o n g re e has the right to go ahead 
and do as it sees fit because th a t’s 
the co n situ tio n al privilege of Con­ 
gress 
Eisenhower said he m ight h a \e 
personal opinions about the m a t­ 
ter, 
but he found no reason to 
publicize them except when he felt 
that the w elfare of the country a a s 
imminently Involved and then he 
would -peak out 
He added, how ever, that he sin ­ 
cerely tru sts that tile need for m- 


mediateiy. For special handling of 
order via first class mail include 
an extra 5c per pattern. 
a: o atonable 
ihe 1953-1954 
FA 1.1.-VV IN TER FASHION BOOK, 
beautifully illustrated in COLOR and 
presenting over one-hundred new 
fashion," to bridge the seasons. Easy# 
to-m ake practical pattern designs to t 
ever- ag t and type of figure Order 
I your cop) 
non 
the pric* is onh 


ZONE MEETING 


(Continued from Page ll 
Myers, sang two group* of num bers 
during the evening 
Song leader for the evening was 
the Rev. Ne vin Frantz, Arend tau! Ic, 
and David Bushm an was pianist. 
The invocation was given by the Rev, 
Charles T. Held of the G ettysburg 
club. A ttendance figures were a n ­ 
nounced as follows: G ettysburg. 83; 
Fairfield, IS; York Springs, 19. and 
Upper Adams. 70, for a total of 187 
President and secretaries of the 
participating club* were announced 
as follows: 
York 
Springs, Harold 
Miller, president, and Melvin Pros­ 
ser, 
secretary; 
Gettysburg. 
C. 
A. 
Cluck and Ralph Barley; Fairfield, 
K enneth Sanders and Edgar Glenn, 
and Upper Adams, John Khnefel cr 
and Robert Shaffer. 


vestigaliens of com m unists in go\6» 
em in en t will be elim inated. 
A reporter cited the statem ent of 
form er P resident T rum an, in reply 
to charges m ade by Atty. Gen. 
Brownell In the W hite ca>e. thai 
the Eisenhow er adm inistration a id 
em braced “ M cC arthyism .” 
Accepts Reporter's Judgem ent 
• 
Flushing, the President repl eg 
1 abruptly th a t he was ready to ta Ut 
I the Judgm ent of the assem bled * <*- 
j porters on that m a tte r He swung 
his glasses and bit off his wordy 
tin such a sta cc ato way th a t sev- 
; eral rep o rters asked him to re- 
I peat them . 
The P resident repeated th at he 
w as ready to take the Judgm ent of 
this body (the re p o rte rs' on that. 
Eisenhow er went on to -*ay he 
did not like the word "M cC arthy­ 
ism ” and was not sure what th# 
term im plied. 
Sen. 
M cCarthy 
(R-Wis* 
has 
pushed the Com m unist in govern 
m ent issue. 
T rum an, in his speech, said he 
wa.- not referring to the W isconsin 
senator when speaking of 
*‘Mc- 
C arthyism ” —-that 
M cCarthy 
was 
im portant only as his nam e had 
taken on a dictionary m eaning 
T rum an gave his definition of the 
j word as m eaning "th e corrupt.tm 
of truth, the abandonm ent of our 
historical devotion to fair play, . . 
the abandonm ent of the ‘due pro­ 
cess’ of law .” 


DECLARE DIVIDEND 


NEW YORK 4*“—Lykens Steel GO 
today declared an ex tra yearn nd 
dividend of l l , payable Dei 
18 tq 
stock of record Dec. I. D eclara­ 
tions. this year total $4 against $2 * 
last year. 


ALTI AND WH L I ll I ll 


The Will • : A braham L. Al .a, c 
late of East Berlin, has been t a tor eft 
for probate a: 
the office of 
iw 
un tv regbier and recorder. A so* 
Melvin AHU ni E 
Berlin R 2, f 
executor of lh" $1,369 estate Aitl&nd 
1 r\ ast 
w*r a at. 'He a.ae of 93 


rAGF. TEN 
THE GETTYSBURG TIMES, WEDNESDAY, NOVEMBER 18, 1953 


SEE PROGRESS 
IN SESSION ON 
KOREAN PEACE 


PANMUNJOM 
— Allied and 
Communist negotiators today ap­ 
peared to be making some progress 
In talks to arrange an already long- 
delayed Korean peace conference. 
The Communists today turned 
down an American plan for inviting Yjewefj 


The Indian com m and said there 
would be no interviews tomorrow 
and a spokesman said he had no 
i idea when the explanations would 
| resume. 
The Reds talked to 227 Koreans 
Monday—the first interviews in IO 
days—but the program has been 
stalled since then by Communist 
insistence on seeing 
P O W S from 
the sam e compound who were not 
interviewed Monday. 
The Indians have told the Com­ 
m unists to talk to an entire 500. 
m an compound in a single day or 
forget those who are not inter- 


neutral nations to the full-dress 
talks. But they apparently aban­ 
doned dem ands for a round-table 
conference at which neutrals—in­ 
cluding Russia—would have a full 
voice. 


Communist 
correspondent 
Wil­ 
fred Burchett, who often reflects 
, official Red thinking, told Allied 
'new sm en 
the 
Communists 
have 
! given up the idea of a round-table 
parley in the face of United Nations 
The Reds suggested instead that opposition, 
neutral nations attend the confer- 
This would m ean a m ajor Red 
ence as a third party to insure a concession. 
•'harmonious 
atm osphere. ” 
but 
The Communists, said Burchett, 
with almost no voting power., 
now take the stand that the confer- 
U. S. special envoy Arthur Dean ence be between the belligerents, 
said the vaguely worded Red plan jas the Allies propose, but m urals 
needed clarifying and asked the attending as a third party to *‘ex- 
Reds a series of questions. T h e ,e rt a harmonizing influence.” 
Communists indicated they would 
answer at tom orrow's meeting. 
Elsewhere in Korea there were 
increasing signs that the Commu­ 
nists might not resum e interviews 
with Chinese and Korean war pris­ 
oners who have refused to go 
home. 


Gelatin Is fine to use in family 
desserts because it is so easily di­ 
gested. It also recom m ends itself 
because it makes a perfect base 
for the odds and ends of fruits 
that m ay be on your refrigerator 
shelves. 
BIG USED 
CAR SALE 


ANY REASONABLE TERMS 


“ We Finance Our Oun Cars’ 


1951 Dodge 4-dr. 
Sdn. K AH 


1951 Plvmnuth 2-dr. 
Sdn. KAH ... 
ISM* Chevrolet < . ( pe. 
K A H .................... 
194*1 Pontiac C. Cpe. 
KAH ............... 


S1095 
945 
795 
895 


1949 Hudson 4-dr. 
Sdn. K AH. . 
1949 Nash 4 dr. Sdn 
RAH 
................ 
1948 Pontiac 4-dr. Sdn, 
R A H .................. 
1946 Pontiac 4-dr. Sdn. 
R A H ..................... 


$695 
595 
695 
495 


l l Pgrfcarrf 4 Hr. s«*n 
J*M S en #* 
Full? N m p . 
I* D in r««iet B*t Air < r# 
II ( h t f W l n C. Up#. R AH,, 
l l n o d e # 4 Dr. Sdn 
R A H . 
l l F«rd C re*tliner R A H . 
l l Pon tiac 4 Dr. Sdn 
K.AH 
H*d. 
II Ford ( . 4 p# 
R AH. 
SI P ontiac Sdn. Up#, H A H H»d, 
SI UK#* relet 4 Hr. Sdn. H A U . 
I I ( k n m l r l < . t p#. H A H . 
I I Balch Spacial 4 Hr. Sdn. R A H . 
l l P on tiar 2 Dr. s c 
K A H . 
SI Uh#*rain 4 Dr. 
Sn... R AH. 
11 ( 
2 Dr 
Sdn. H 
41 Pon tiac 4 Dr. Sdn. K AH. 
41 Po n tia c C. ( > * . R A H 
41 C heero!#! C. ( p». R A H . . 
41 Haddon 4 Dr. Sdn 
R A H . 
41 Ford 2 Dr. Sdn. R A ll. 
49 Old*. Si** ('lab Sdn, R AH, 
41 Old*. 
'TI* 4 Dr. Sdn 
R A H 
49 Old*, 
'**' 4 Dr. Sdn. R AH. 
4* Old*. 
*lt>* 4 Dr. Sdn. R AH. 
49 Old*. C. C>#. H. 


IS (.M C H I " W B. *V 
t a t 
SI GMt 112 Pickup S lac 
12 OMC ITI tractor 
12 CMC Pickup 
R 
UC 


4* t h#*colet Coo* 
Cp» 
J 4» Old*. ' I i ' 2 Dr. Sdn H 
49 Marcart 
2 Dr. Sdn. 
R AH, 
4** t adular 4 Dr. Sdn. R AH. 
49 Cadillac 
2 Dr. Sdn. 
R AH 
I* Pontiac 
to n * . I pf. 
H,*d, R A H . 
4* Buick 4 Dr. Sdn. Snprr R AH, 
4* ( hrvsler I Dr. Sdn. R A ll. 
4 * old*. *91* 4 Dr. Sdn. R AH. 
IT Old*. ‘TI* 2 Dr. Sdn. R AH 
4T ( hat role! 4 Dr. Sdn. 1TATT. 
4? < adillar l l ’ 4 Dr. Sdn 
R AH. 
IT Old*. 4 Dr. Sdn. R AH. 
47 Pontiac 4 Dr. Sdn. R I H . 
IT Buick 4 Dr. Sdn 
R.AH. 
4* Pontiac * Dr. Sdn. R AH. 
41 Pontiac 4 Dr. Sdn. R AH. 
41 Pontiac 2 Dr. Sdn. 
41 Old*. ‘TI* 2 Dr Sdn. R AH. 
41 linda# 4 Dr. Sdn. 
II Do Soto Con* 
< pa 
41 Doda# 4 Dr. sdn. K AH. 
4* Doda# 4 Dr. sdn. 
SI PU mouth 4 Dr. Sdn. 
# 


I# (.MC 121 tractor 
l l International H I" W R 
*!'* tag 
I* International Dump ‘V* lac 
4T (>.Mt 
Dump 
W* tat 


G L E N N L B R E A M . e s 
Paul R. Knox, Sales Mgr. 
OLDSMOBILE, CADILLAC and GMC SALES and SERVICE 
Open Evenings Until 9:00 P.M. 
Phone 336 or 337 


Our Fairest—Most Liberal 
‘Trade-In’ Allowances Have 
Doubled Our New Car Sales! 


WE MUST MAKE ROOM FOR MORE TRADES 
USED CARS GOTTA GOI 


— Every Car Has Been Reduced — 


— SEE THESE TODAY — 


Wa* 
NOW 
»5J C hevrolet Bel Air 4 dr. Sedan. Black. Power Glide $2,175 H J N 
This ear is Almost new 
*49 Chevrolet Fleetlinr 2-dr. Very low mileage . . . . . . . . 975 
795 
*51 Chevrolet Heetlm r 4-dr. sedan. Beautiful thruout 
1.325 
1.175 
*49 Chevrolet Nt>leline 4-dr. sdn., Black, Radio. Heater 
895 
725 
*50 Buick Super 2-dr. sedan. Dynaflow, Radio, Heater 1,495 
1.295 
*49 Buick Super 4-dr. >*dn., Beautiful Grey, Whitewall* 1,175 
925 
’47 Buick Super 4-dr. sdn., Radio, Heater. Excellent 
850 
850 
‘47 Pontiar He l uxe 4-dr. sdn.. Radio, H e a te r.............. 
795 
525 
'50 lord t u*tom 8 2-dr. sdn., New Motor, Excellent .. 
950 
795 


— TRIT KS — 
Was 
NOW 
*51 Chevrolet sedan Deliver*, excellent throughout $1,195 I 850 
48 Dodge 1 * -ton Panel \ real buv. See thin one 
. . . 
750 
525 
'45 Dodge 11 j-ton ( bassi* and (ab. I-tag , new paint 
550 
395 


— Many More Bargain! From Which To Chomp — 


"SHOP OCK LOT TODAY AND SAVE!* 
Warren Chevrolet Sales 
Largest New Car Dealer in Adams County 


Open I very Evening and Sundae 


Lincolnway East 
Phone 424 
Gettysburg. Pa. 


FOR A PLYMOUTH DEAL 


it's 
6th and York Streets 


THESE ARE ONE-OWNER CARS: 


'46 Ply. 4 dr. Sdn. 
'50 Ply. 4 dr. Sdn. 


*48 Ply. 2-dr. Sdn. 
'51 Ply. 4 dr. Sdn. 
'49 Ply. 4-dr. Sdn. 
'51 Ply. CL Cpe. 


'53 Ply. 4-dr. Sdn. 
'53 Ply. Sub. Sta. Wag. 


Don't Forget , . , 


ALWAYS A GOOD DEAL FOR A GOOD DEAL LESS 
at 
GETTYSBURG MOTORS. INC. 


TV Programs 


W E D N E S D A Y A F T E R N O O N 
5:00 
2. Movie: 4, S. l l . Atom 
Squad: 5, 
I.am b ’* 
Gambol: 7. Five 
O'clock T h eater; 
13. Film F unnier. 
6:15 
4. 9. l l , Gabby H ayes Show. 
5 :3 0 
4. 9. l l , H ow dy 
Doody; 9. G arry 
Moo re Show: 
13. S h o p p in g for You. 
5:65— 2. C om m ercial Show. 
E V E N I N G 
6:00 
2. 4, Movie: 5, H o p p ity S k ip p ity ; 
7. 9. S u p e rm a n : 9, S ta rlig h t T h e a te r; I t , 
Sagebrush 
C orral: 
IS. 
Film 
F unnies. 
6:10 
IS. T he N ew sm an . 
6:15 
5, 13, Movie 
6 30- 7, News: 9, S p o rts; I, W eather. 
6:8 5 —9, Sports. 
6:40 
4, 
Fe* 
Paul and 
M ary 
F o rd ; 8, 
W eath erm an : l l . M aryland S tate Police. 
6:45 
2, C om m ercial Film: 4, W eath er; 
6, 8. 9. l l . New*; 7. J im Gibbon* Show, 
j 
6:50- 2, 
Few 
Paul and 
Mary 
F ord; 
4, 
j New*. 
6:55 
2. 
W l a t h e r T ow er; 
4, S p o rts: 6, 
W eath er Girl. * 
7:00- 2. New*: 4, Badge 714: 5. C ap tain 
Video: 8. L ib erate ; 9, M ark E vans Show; 
II. Su pennan. 
7:15 
2. 
D in n er 
at 
the 
Belvedere: 
5, 
Movie Quick Quia; 7, 13, News 
7:30 
2, 9, News; 4. 
l l . 
Eddie F ish e r 
Show; 5. 
Movie: 
7, 
13. 
M ark 
S aber; 
8. 
Coke Time. 
7:45 
2, 9. P e rr y Como Show; 4, 8. l l , 
News. 
fc:00— 2. 8. 9. G odfrey and Hi* Friends; 
4, 
l l . 
I 
M arried 
.loan; 
5. 
13, 
H op k in s 
Science Review. 7, At Issue. 
8:15— 7, 
T h ro u g h 
the 
C u rtain . 
9:30 
4. l l , My Little M argie 5. Jo sep h 
Schildkraut: 7, C om m issioners R eport; 13, 
George Jessel Show. 
t':0O- 2. 9, S trik e It Rich 
4. 8. l l , K ra ft 
T V 
T h e a te r; 
5, 
Colonel 
F lack. 
7, 
T a k e 
It From Me: 13. News. 
9:05 
18, P ro B asketball Game. 
9 :3 0 
2. 9, I ’ve Got A Secret; 6, Movie; 
7. Dr. I 
Q 
10:00 
2. 
8. 9, 
Blue Ribbon 
Bout*: 
4, 
l l . T his Is Y our Life; 7. W restling. 
10:30- 4, 
Y o u r 
Hit 
Parade: 
5, 
Max 
Rer.nicic Show ; l l , 
Boston 
Blackie. 
10:46— 2, 8. 9, S p o rts Spot. 
11:00—2, 4. 5. 7, ti. 9. l l . News. 
11:05— 2, 
Cases 
of 
Eddie 
D rake; 
l l , 
W eather. 
11:09 - l l , S p o tt* P ag e 
11:10- 4. W eath er; 6, 7, 9, Sports. 
11:15 
4, Sp o rts; 5, l l . Movie 
S. Tw o 
l l : 2 0 — 4. A Visit W ith A rcher; 9 u ~’ ie. 
11:30— 4. 
News. 
11:2.5 
2, T a le n t 8howca«e. 
11:40—4, 
Movie 
11-45— 8, 
S ports 
12:00— 2, L a te Edition; 13, 
F inal E d i­ 
tion. 
1 2 : 1 5 - 2 . 
Bible 
R eading, 
l l , 
K eeping 
U p W ith Jones. 
12:30—6, News. 
12:40— 4, In sp ira tio n . 


T H U R S D A Y M O R N IN G 
6:30— 9. 
M orning 
M editation. 
6:3 5 — 9, T im e and Music. 
6:45— 4. Today on the F a rm . 
6:55— 4, Look to This Day. 
7:00 
4. 8. l f . Today. 9, Roy Meachum. 
7:06— 9, News. 
7:10— 0. Roy 
Meachum. 
: 25- 
Street. 
7:30- 
7:45- 


4, T a k e A W ord; 9. Man on the 


4, l l , Today. 
9, 
New*. 
4, 
Local 
New*, 
9, 
Man 
on 
the 
Street. 
9:<>o 
8:25 
9, Rov Meachum. 
4. luteal New* IM 
W 
l l ; 4. Pre­ 
view 
Cameo* 
IT 
THI: 
9. 
Man 
on 
the 
Street. 
8:30 
9. New*. 
8:35 
k. Roy 
M e a c h u m 
* 56 
4, 
I.*-#! 
Sew* 
9 
Ms* 
ow 
th# 
Street; 
JI, Todsv In Baltimore 
9:00 
I, Kitchen 
Cupboard 
8. College of 
the 
Air, 
9. 
Billy 
Johnson, 
l l , 
Romper 
Room. 
9:30 
4, School Shows; 
8, 
Hymns 
of 
Faith. 
9:45- 2, N ew s, 4, Littles Playhouse; 8, 
News. 
10:00 
2, 
9, 
Arthur Gttdfrey Show; 
2, 
S c tux J Aletap xJl.i -.1... I i , l i m p .I lung Schi^.l j 
5. Cartoon Theater; 9. Jack 
P tar Show, j 
l l , Perspective ( T i ; l l , Prudence P en n y: 
(W I ; l l . Cls»* A ( T h e 
10:30 
2, 
9. 
Wheel 
of Fortuna; 
4. j 
Glamour <,irl; 5, Movie 7, Cartoon Callers: j 
9. Housewives* Serenade, l l . Movie Quick j 
Qui*; It, Lauri Alwyn, 
Eve < T h l. 
10:40 
13. New*. 
10:46 
*. F ilmefte; l l , Glamour Girl; 18, 
Educational Shows. 
11:00 
2. Your School Child: 4. 8, l l , 
Hawkins Falls. 7 Mi** Ruth Ann. IS, Home 
( fx>ktng, 
11:16 
4. l l . The Bennetts; 8, Variety j 
Time. 
I 
l l :30 
2. «. 9, Strike It Rich; 4. l l , Three ' 
Step* to Heaven 7. Movie. 
11:45 
4, It, Follow Your Heart, 18, Film 
Funnier 
11:15 
7 
D 
r. Bulletin Board. 
T H U R S D A Y 
A F TF RNOON 
12:00 
2. 9. Valiant Lady. 4. Mike Hun- ■ 
nirutt Show; 6. News; 8. TV Farmer; l l , ] 
Homemaker*1 Institute. IS, Movie. 
12:15- 2. *, 9. L iv e of Life; 6, Doeu- I 
mentary Film*. 
12:3o 
2. 
9. 
Search 
for 
Tomorrow; 
5, 
Hoppity Skippity; *, New*. 
12:45 
2, K, 9, The Guiding Light. 
I '•>» 
S Woman'* 
A rig I* 
t 
Movie- 
6, 
L am b* Gambol 
7, Just for Fun; 8, F rom 
i the Kitchen Door, 9, Allan Jeffery* Show; 
1 l l , Quiz ( (uh; 18. Shopping for You. 
1:30 
2. Garrv Mo..re S h o w 
8. Valiant 
Lady 
l l . Movie; 13. TeeVee W A AMboree. 
1:45 
9. Y«*u Are What You 
Eat. 
1:50 
a. .Musical Matinee 
t : M ~ 2 . a. o, I U Buy That: 4, K in g s 
Crossroads; 5. Bazaar: 7. IS, Movie. 


W -C -E-T 
Programs 


TODAY’S SCHEDULE 
1450 ON YOUR DIAL 


5:00—Campus Capers 
5:15—Sleepy Joe 
5:30—Journey to Storyland 
5:45—Spotlight on Sports 
6:00—News 
6:05—Community 
Calendar 
6:15—Behind the News 
6:30—Dinner Date 
6:55—W eather Summary 
7:00— News 
7:05—Spotlight On A Star 
7:15—Syncopated Serenade 
7:30—Easy Listening 
9:00— News 
9;05—Music of the M asters 
9:45—Gettysburg College Student 
Christian Association 
10:00—News 
10:05—Dance Date 
ll :00—News 
11:05—Sleepytime Serenade 
12:00—News 


THURSDAYS PROGRAMS 


6:00—News 
6:05—Sunrise Serenade 
7 :00— Newa 
7:05—Morning Moods 
7:25—W eather Report 
7.30—Sports Roundup 
7:35—Morning Moods 
7:45—Raymond Massey 
8:00— News 
8:05—Pa. News 
8:10—Morning Moods 
8:45— Morning Devotions 
9:00— Pennsylvania Dutch Treat 
10:00—News 
IO :0f>— Pa. News 
10:10-W eather Roundup 
10:15—Pennsylvania Dutch T reat 
11:00—Bee-line 
11:30—Sacred H eart 
11:45— Farm Agent 
12:00— News 
12:15—Market Reports 
12:20—W eather 
12:25—Farm News 
12:30—Bunkhouse BUI 
12:45—Cousin Jeffrey 
1:00—Hollywood Happenings 
1:10—Easy Listening 
3:00 
News 
3:15 Campus Capers 
5:15—Sleepy Jos 
5:30—Journey To Storyland 
5:45—Spotlight on Sports 
6:00—News 
6:05—Community Calendar 
6:15—Behind the News 
6:30—Dinner Date 
; 55—W eather Summary 
7:00— News 
7:05-Spotlight On A S tar 
7; 1 5 -Three Suns 
7:30—Gov. Theodore McKeldin 
8:00— Easy Listening- 
9:00—News 
9:05—Music of the Masters 
10:00—News 
10:05^ Dance Date 
11:00—News 
ll: 15— Sleepytime Serenade 
12:00—News 


FIVE PERISH IN 
BLAZE AFTER 4 
VEHICLES CRASH 


PITTSBURGH /P -F o u r men and 
a woman perished in the flaming 
collision of a big trailer truck and 
2:30 j. 9. Link letter Hou« Carty; 4, | three autos at an intersection in 
r 
r 
, 
' 
* 
™ 
' 
I-: J , ? " h ,ur A burban Wilkinsburg on Montl.y, 
l l , 
Ed tie i 
Three other persons were injured. 
Police, firem en and workmen la­ 
bored for more than three hours 
to extricate the bodies from the 
tangled 
wreckage, 
described 
by 
Coroner William D. McClelland of 


parity 
2:45 
*, Today 
With Ka* 
tional Film. 
3:00 
2. «, 9. Th# Big Payoff; 4. IL Rate 
Smith: 5, IS, Paul Dixon Show; 7, Modern 
W ..man, 
3:30--2. 9. Bob Crosby Show; 7, Jerry— 
J i rn ma Show; 8, Kale Smith, 
8:45 
IS, Commercia! Film. 
4 MIO 
2, 
Nancy Troy'* F ood 
Show; 
4 ,. 
a 
i i , ^Welcome Traveler* 
s. Commercial 
A lle g h e n y C o u n ty a s th e ‘ w o r s t I 
Film; 7, l l . Turn to a Friend. 9. Pick .h a v e e v e r s e e n ” 
Temple’s Ranch. 
j n a v e e v e r s e e n . 
4;i5 
5, Movie 
O n ly th e b o d y o f th e w o m a n re*' 


Or* v i a ! ’ a I 
N, 
1Alctil‘n; 
L 
*• 
1,1 
m a in e d u n id e n tifie d . 
O th e r s k illed 
On \ our Account; ,. 18. Em Westmore 
... .. 
^ , 
Show 
w e r e 
W illia m 
R iv e r s o f O rla n d o . 


i o r 
i „M;,vi* -4' z 
Atom 
$. 
F la , d r iv e r o f th e tr u c k : W illia m 1 
i.amt. * (.aniliid: 7, Five 4) clock Theater- 
u . Film bunn ira. 
, S m ith . 
30, 
a n d 
F r a n k 
T h e is , 
35, j 


t - u 
I' 
»V 'S '* ! H *'**Show 
b o th o f P itts b u r g h , a n d 
E v e r e tt L. ! 
»-*to 
«. a. ll, Howdy Doody; 9. Larry 
* 
e j 
en 
Moore show 
i i , shopping for You. 
J o n e s , S id n e y , 
111., a p a s s e n g e r 
in 


6 im 
I* *la L , T Tr**u 
i* 
•#.* * 
th e tru ck . 
tv OO 
2, 4. Movie; 5. Hoppity Skippity; > 
, 
, 
, 
a. covered 
Wagon Theater. 
9. Starlight 
T h e c h a r r e d b o d ie s o f S m ith and 


Ell Im ie* 
n ’ 
P*01 * 
P u p*****; 
A*. 
PU*" 
T h e is w e r e p r ie d fr o m th e fla tte n e d 
* : i0 is. The Newsman. 
w r e c k a g e of T h e is ’ a u to . 


ii* a h i k; 
r '*it; 
M r*- F r a n k S u sz of C h a lfa n t Bor* 
ll, Sky King: 18, Old Nickelodeon Daze. 
i 
. 
Arf*# 
* 7 Hrtcwr Horseshoe. 
7, Haw*. I, 
OUgh 
to ld p o lic e 1. 
o' J'*’*18*1'* 
” 1 s a w th e t r a ile r tru ck c o m in g 
Ii: Ll "P * 
I 
6:4o 
4. Le* 
paul and Mary Ford ».! d o w n 
A r d m o r e 
B o u le v a r d 
to w a r d 
* r*tss#rT “IL- 
. 
- 
W ilk in sb u r g , 
h e a d e d 
w e s t. 
T h r e e 
6.45 
4. Weather; 6, 8, 9. l l 
New* 
7 I 
. 
. 
. 
. 
. 
I Jim Gibbon* Show. 
' 
' 
c a r s w e r e w a itin g for th e red lig h t 


New*0" 
2 *"** r *ul *n<, 
M,,nf 
*• ’ to c h a n g e . T h e n th e tr u c k h it 
th e 


W eath er T ow gr; 4. S p o rts; 5, j * ® rS, 
i 
a'tux a 
, 
A n o th e r w it n e s s , J a m e s K u sick 
I Colt*; 5, Captain 
v'iJLV 
I W ilk in s b u r g , s a id 
o n e of th e a u to s 


! Y'or* 7J*. M*rk Ev*n* 8how; 
is. Thu I* b u r st 
in to 
f la m e s 
an d 
th e n 
th e 


c l i ' ? 
Paul 
Menton: 5. Movie Quid. 
lr u c k s 
ta n k e x p lo d e r an d sh o t 
, N' W*S 
g 
( f la m e s IO f e e t in to th e a ir. K u sick 


Show! 
6. Vukw 
Wfts d r iv in * o n e of th e th r e e 
c a r s 
Ranger. 
j h it b y th e tr u c k , 
H e e s c a p e d 
in- 
| 
7:45 
2. 
9. Jane F roman Show; 4, 8, l l , j j u r y 


8:oo 
2 9. Meet m r. Mi Nutley 
4. 8. n j 
T h r e e o c c u p a n ts of a se c o n d c a r 
! S u b - k ^ T n i ^ . * ' KarU Kornm 7’ 
j in v o lv e d 
in 
th e c o llis io n su ffe r e d 
a :?o 
t , *», Four sta r Playhouse 
4 i i 
I m in o r in ju r ie s . T h e v w e r e tr e a te d 


‘ m 
S n . " n ' J Z a t T ' k X S Z f n f t; 
at a h ^ 
lta l ®nd r e le a s e d . 
Rhv 
itoigei show 
W itn e s s e s s a id 
o n e of th e 
m en 


I > t'l* ii et.2' 6. ^W’ haC*° U ^ * 8 !r^ r;4'7,8’BaVk ' in U*<‘ U‘UCk c h m ^ 
OUI th e c a b 
That Fact, is, Peter Pottei show. 
w in d o w 
b ut 
a 
liv e 
w ir e fe ll 
and 


t w .’S A . V J ! ? j T K J i : fc 8 ; £ 3 * ! « 0 e tM C « t* d h im 
u h r 
TV Theater. 
I T h e 
o th e r 
tw o 
o c c u p a n ts 
of 
th e 


Kam 1 "I T hiater*,hou,,*: * *' 
Ml,rtin ' tru ck b u rn ed to d e a th . 
10 to 
2. Amateur Time. 4. Foreign in 
T h e tru ck s tr u c k a s t e e l u tility 


n 1w ": J: Mym 'f.v 
Death ^ 
^ 
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TO WRAP UP 
DEATH DEMAND 
IN GREENLEASE 
KIDNAP CASE 


KANSAS CITY W —'The govern­ 
m ent expects to w rap up its death 
dem and today for the kidnap-kill- 
ers of 6-year-old Bobby G reenlease, 
whose m other confronted them in 
federal court with the lie they told 
to get $600,000 in ransom . 
In an unfaltering voice, she testi­ 
fied late yesterday that Carl Austin 
Hall, the 34-year-old w astrel, re ­ 
peatedly assured her that her only 
son was alive even though he had 
been slain soon after his kidnaping. 
Her 
m ultim illionaire 
husband. 
Robert C. Greenlease, sat only a 
few feet from Hall. The 71-year-old 
automobile 
dealer 
watched 
her 
closely as she talked. He had been 
there all day. listening to the gov­ 
ernm ent press its case for the 
death penalty for Hall and his al­ 
coholic lover, divorcee B o n n i e 
Brown Heady. Both have pleaded 
guilty. 
Mother’s Voice Firm 
At tim es his jaw tightened. His 
teeth clenched. And occasionally he 
would study Hall, who 
Jived in 
World War IT as a M arine only to 
com e back to a life of crim e. Be­ 
side him sat Robert L edterm an of 
Tulsa. Okla., his business associ­ 
ate. who had acted as an inter­ 
m ediary. 
Mrs. G reenlease’s voice was firm 
as she told of her first talk over the 
telephone with the kidnaper last 
Oct. 4. six days after her boy's 
abduction. 
A federal Jury, charged solely 
with determ ining w hether Hall and 
Mrs. Heady should die, listened a t­ 
tentively as she related the first 
telephone conversation: 
Saw Defendants For Flrat 
"I said. 'This is Mrs. G reenlease 
We are willing and ready to pay 
the money, but first I m ust know 
that my son is alive and well.’ He 
said. 'T ran assure you your son is 
alive and well * 
"He said. The request Mr. Led­ 
term an m ade to have you speak to 
your son, we could not carry out. 
We were afraid to take him to a 
telephone.’* 
It u a s the first tim e M rs. Green- 
lease had seen Hall and the 41- 
year-old Mrs. Heady, who talked a 
nun at the Catholic school into 
turning Bobby over to her on the 
pretense she was his aunt and Mrs. 
Grrenlea.se was ill. 
E arlier H all’s confession, read in 
all its gruesom e detail by an FBI 
agent, disclosed that the kidnaper 
was confident he had 1592,000 of 
ransom money In his possession 
when arrested in St. Louis. 
Money Still Missing 
Half of the money is still m ys­ 
teriously missing. 
At St. Louis top police officials 
im m ediately 
expressed 
surprise 
over the Hall confession, particu­ 
larly that part saying H all’s suit­ 
cases 
containing 
ransom 
money 
w ere not taken to the police station 
at the tim e of the kidnaper’s arrest. 
I. A. Long, president of the St 
Louis Police Board, said the police 
board would resum e its inquiry 
into the m issing money. 
Louis Shoulders, a veteran of 27 
years on the St. Louis police force 
who 
m ade 
the 
arrest, 
declined 
com m ent on H all’s s t a t em ent. 
Shoulders resigned under the fire 
of a police board inquiry into the 
handling of the ca.se. 
But Patrolm an E lm er Dolan, the 
policem an with Shoulders at the 
tim e of the arrest, took the witness 
stand. He denied the Hall state­ 
m ent. He testified he helped Shoul­ 
ders put the suitcases into a police 
car In which they took Hall to a 
police station. 


Says 35 Involued 
In Gambling Ring 


PHILADELPHIA tm—Asst. Dist. 
Atty. 
M ichael 
von 
M oschzisker 
says enough evidence has been 
gathered in the probe of a five 
million dollar gam bling ring here 
to indict at least 35 persons. 
Von M oschzisker heads a team 
of 12 investigators probing charges 
a gam bling ring paid thousands of 
dollars annually to buy protection 
from city police. The charges wrere 
brought by ex-convict H arry Low­ 
ry, who identified him self as a 
pay-off m an for the ring reported­ 
ly bossed by Leon (Clee* Coleman. 
Coleman is free under bond pend­ 
ing 
a 
hearing 
on 
a 
gam bliing 
charge. 
Von Mo.schzisker said the tim e 
of arrests would depend on other 
angles of the investigation. He de­ 
clined to say w hether any of those 
to be arrested are policemen. 
MAY FREE POWS 
ON JANUARY 22 


WASHINGTON 
f>— Secretary of 
States Dulles declared Tuesday th a t j 
j all anti-Com m unist 
prisoners 
of 
war held by the N eutral N ations’ j 
R epatriation Commission in Korea 
should be given their freedom and 
| civilian statu s on Jan. 22. 
Indian 
Prime 
M inister 
Nehru 
had 
recently suggested 
that 
ihe 
question of release of the POWs 
should be considered anew by both 
side.*; in the Korean controversy if 
J the proposed political conference 
did not take place. 
Dulles m ade clear in a news 
I conference 
statem ent 
that 
the 
United States rejects this Nehru 
suggestion 
and 
feels 
that 
pro- 
i visions of the Korean 
arm istice 
agreem ent covering POWS m ust 
be carried out to the letter. 
He said these provisions state 
! that 120 days after the prisoners 
were turned over to the R epatria­ 
tion Commission, for explanhtions 
by Reds trying to persuade them 
to go home, they m ust be given 
their freedom and civilian status, 
He said the dat* for doing thj» 
will be Jan. 22 


Resume Operations 
At Auto Factory 


METUCHEN. N. J. T — Normal 
operations are 
scheduled to 
re­ 
sum e next Monday at the Lincoln- 
M ercury plant here after a one- 
week layoff of 2,239 em ployes 
Plant M aaager Edw ard J. Bond. 
who m ade the announcem ent yes­ 
terday, said some of the em ployes 
would be called back to work this 
week to build up a backlog of auto 
bodies 
for 
final 
assem bly 
next 
week. 
The plant's em ployes were laid 
off Mondav because of a shortage 
of parts used in assem bly opera­ 
tions. 


C U D D L E R S — N ine-year- 
old 
Ann 
Pulver 
ruddies two 
ducklings she is learning to take 
care of at a private school on a 
farm near Northbrook, 111., a 
suburb of Chicago. 


Indict Broker For 
Stealing $87,566 


NEWARK. N J. 'iP—A federal 
grand jury has indicted a Phila­ 
delphia stockbroker on charges of 
fleeing the country with stolen se­ 
curities worth $87,566 76. 
The indictm ent against W alter 
B. Pierce, 44 
w as returned yes­ 
terday 
It accuses him of selling 
the stock of Norman and Nancy 
Vadner of Philadelphia, and taking 
off for Mexico with the proceeds. 
Pierce, a form er broker for the 
F rancis I. du Pont Co., had plan­ 
ned to m eet his wife and .settle 
in M ajorca, a M editerranean is­ 
land off Spain, Asst. U S. Atty. I 
Edw ard Amada said 
But the stockbroker was ex tra­ 
dited from Mexico. He is being 
held in $25,000 ball. 


NEUTRALS MAY 
BE INVITED TO 
PEACE SESSION 


PANMUNJOM 'Jpi—U. S. envoy 
Arthur Dean told the Communists 
today the United States would be 
willing to Invite neutral nations to 
the Korean peace conference un­ 
der certain conditions—a sharp re ­ 
versal of his earlier stand. 
At the sam e tim e. Dean rejected 
as "totally unacceptable" a Com­ 
m unist proposal to hold the con­ 
ference at Panm unjom with Rus­ 
sia, India, Burm a, Indonesia and 
Pakistan 
attending 
as nonvoting 
observers. 
* 
The U. N. delegate to prelim ­ 
inary peace talks told the Reds 
the United States would ask its 
allies to consider asking neutrals 
to the full-dress conference if- 
1. The oelligerent nations reach 
agreem ent on the Korean question 
and want to move on the broad 
Asian questions. 
2. The conference bogs down and 
it appears that progress on Korean 
problem s Is impassible. 
The talks resume today. 
Meanwhile, 
Comm unist 
Inter­ 
views w'ith Chinese and Korean 
war prisoners who refused to go 
home were called off again Tuesday, 
wnen the Reds called for POW.- 
skipped by persuaders yesterday. 
And 
the Neutral 
Nations R epa­ 
triation Commission called off in 
terview s for tomorrow when the 
Reds had not filed a request for 
prisoners from a new compound by 
IO a rn. deadline. 


PHILLIPSBURG, N. J. /Pl — Six- 
year-old William D rake Jr. was 
killed yesterday by a trailer truck 
wheeF that fell on his head while 
he was playing with it. 
The wheel had been kept lean­ 
ing against a shed in his back yard 
Apparently William was trying to 
roll the tire and rim around the 
yard when It toppled on him. 


IN TIME FOR 
CHRISTMAS 


Fireplace Sets 
and 
Accessories 


Metal Wood Baskets 
Wood and Coal Grates 


(jETTVIBURCHARDWARf STORE 


BALTIMORE STREET 
PHONE 676 
WE DELIVER 


To Carry Out Will 
At Big Hotel Party 


DETROIT «/?*—Personal 
effects 
of the late Carl F. Clarke, 
79- 
year-old art and archeological col­ 
lector, will be split by lot am ong 
m ore than 50 friends. 
And 
it’ll 
be done. under term s of his will, 
at a dow-ntowm hotel party. 
Clarke put the guest list in his 
will and specified dinner and re­ 
freshm ents 
were 
to 
be 
served. 
G uests 
will 
claim 
personal 
ti- 
from a hat. And they'll pick up 
feels by num bers, to be draw n 
their choices at the party. 


H ere’s a chef’s secret for sea­ 
soning m eat stock: Use parsley, 
bay leaf, cloves, thym e, m arjoram , 
salt and pepper. The vegetables to 
use with the m eat bones are c a r­ 
rots, celery, turnip and. of course, 
onion. 
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Want to save dishwashing? Use 
casserole dishes, baked and served 
in th a same utensil of?en for family 
m ea’s. 


PHILCO and RCA 


Sales 
and 
Service 
CALL <»I TTY SBI KG 422-Z 
BAKERS 
B ATTERY SERVICE 
135 Baltimore Street 


You wouldn't try to build a house without a plan. Just 
as necessary is a plan tor accum ulating the money to 
make that house financially possible. "Hit-or-Miss 
methods won't do it. Planned savings will! Ii you have 
the will, we have the way to m ake your dream of home 
ownership come true . . . much sooner than you think. 
Stop in today! 


T he F irst N a t io n a l Ba n k o f F a ir field 


FAIRFIELD 
PENNA. 


Mn tither F D I C. 


T i/a u l d 
(four TV(^e 


6 * u u v c u 
l t i c 


U 
i u 
d 
c p u * 


. . . I F ANYTHING 


HAPPENED TO YOU? 
• 


J t pays to keep all your valuable papers in 


one accessible and properly safeguarded 


place: a Safe Deposit Box here. We’ll be 


glad to show you a low-cost Box in our 


strong vau lt-co m e in to see us, soon.. 


The Bendersville Notional Bank 


B e n d ersv ille, Pa. 


Member Fcd«ral Deposit Insurance Corporation 


TV 
THANKSGIVING ¥ 1 
^ 
F r e e - T « R K E Y T r e e 


LET S TALK TURKEY! 


Our a*cd ear lot w overcrowded with trade-in* on increased 
deliveries of new cars and trucks. More rwom must be made 
for new shipments. For evert1 delivery of any used car or 
new truck from now until Tuesday evening, November 24th, 
we will give. FREE, a patd purchase slip for a prime dressed 
Thanksgiving Turkey. 


1952 Dodge Coronet Sdn. Gyro. 
Dk. Green. 
1951 Plymouth Sdn. Lf. Green. 
1951 Plymouth Conv. Red. 
1951 Dodge Coronel Sdn. Blue. 
1951 Dodge Mdbk. Sdn. Blue. 
15*50 Studebaker Cb. Cpe. Grey. 
1950 Plymouth 2-dr. Sdn. Grey. 
1949 Dodge Sdn. Mdbk. Black. 
1949 Dodge Coronet Sdn. Grey. 


1948 Plymouth Station Wagon. 
1947 Ford Sedan. 
1947 Dodge Club Toupe. 
15*49 Dodge ‘a-ton Pickup. 
1948 GMC Cb. and Ch. V-tag. 


NEW 
Dodge 
-ton Pickup 
(21 Dodge ’z-ton Pickups. 
Dodge 'a •ton Panel. 


STRIKE WHILE THE TURKEY S HOTI 
MCCAUSLIN AUTO SALES 


Your Sales and Service for New Dodge and Plymouth Automobiles 
and for Dodge “Joh-K ated” Trucks 
334 York St. 
Phono 698 
Gottysburg, Pa. 


